









































Joe never was in the pro class, it’s true, but he could boast a very low club handicap and 


went around beautifully under his own power ... until! A sudden accident at the plant 


drastically changed Joe’s handicap. 


No. 669 


Is somebody doing the handicapping in your plant by not recognizing the fact ¢_6)3 ¢—6.13 


that regular shoes ofler little or no foot protection? Only the steel toe provides EEE—6-13 


protection against the many foot hazards so common in industry today. 


Why not play it safe by taking advantage of one of the many foot protec- 
tion programs specifically designed for your workers’ needs ... now made 
available to you by all safety shoe suppliers. 

The new improved WINGUARD steel toes are, of course, the latest 
advancement in industrial foot safety and your assurance of maximum 
protection and comfort in wear. . 


Write today for your illustrated copy of 
A PROGRESS REPORT OF INDUSTRIAL FOOT PROTECTION 


STA-DRI 

STEEL TOE INSULATED SAFETY BOOT 

Completely sealed construction. Leather is Sylflex proc- 
essed — Inseams and stitching holes impregnated with 
waterproof sealer. Plastic welting, full leather lining, 
cushion innersole. Dacron stitched — Barefoot Air Cushion 
Neoprene outsoles. 


Safety Box Toe Company 


Seta STATLER BUILDING . BOS TON 
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IN FIRE EMERGENCIES 


The finest fire extinguishing equipment won't help if 
your people aren’t trained to use it. That’s why training— 
in your own plant and at the Ansul Fire School in 
Marinette, Wisconsin—is such an important ingredient 

of the unique fire protection service Ansul offers. 

Fast, effective fire extinguishing equipment—plus the 
trained personnel to man it. You get both from Ansul. 
Write us. We'll be pleased to tell you more about 

the complete fire protection program you get 


with the purchase of Ansul equipment. 


ANSU L CHEMICAL COMPANY / MARINETTE, WISCONSIN 


NDUSTRIAL CHEMICALS / REFRIGERATION PRODUCTS / NATIONAL DISTRIBUTORS OF “FREON” REFRIGERANTS 
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don’t 
take 
chances‘S...B 


‘i 
keep your 


conductive floors SAFE 
with 


ANY CONDUCTIVE FLOOR 
CAN GO SOUR... 


Even the best-laid Conductive 
Floors can go sour, almost over- 
night—if the wrong maintenance 
materials are used on it. For 
example, ordinary soap - type 
cleaners deposit an insulating 
film which quickly destroys the 
floor’s conductivity, restores the 
explosion hazard. To preserve 
the original safety, take this 


extra step- 


* 


ard , 
. aa 
b 
— 


the FIRST Floor Cleaner to carry this 
UL Listing, Hillyard CONDUCTIVE FLOOR 
CLEANER was specially de veloped to 


keep Conducti 


g that water 


MAIL THIS COUPON TODAY 1-2 


HILLYARD St. Joseph, Mo. 
Please have the Hillyard “Maintaineer” demonstrate 
safe maintenance of Conductive Floors. 


Name 


ST. JOSEPH, MO. 


Passaic, N. J * San Jose, Calif. 


BRANCHES AND WAREHOUSE STOCKS IN PRINCIPAL CITIES 


Firm or Institution 


i Address 
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M-S-A Portable 
Oxygen Indicator 


M-S-A Unsymmetrical 
Dimethyl! Hydrazine Detector 


M-S-A “Fixed-Crown” 
Suspension 


M-S-A Arsine Detector 


National Safety News, 


M-S-A Salt Tablet 
Dispenser 


M-S-A Lead-in-Air 
Detector 


December, 1958 








devoted exclusively to safety 


M-S-A Window-Cator M-S-A CO Poisoning M-S-A Hydrogen M-S-A Noisefoe 
Canister Test Kit Fiuoride Detector Mark Il 


Dedicated technicians at MSA’s John T. Ryan Memorial Laboratory OVER 3600 SAFETY ITEMS 
are constantly at work anticipating industrial hazards. Then follow long 
months of research, engineering, design, and testing to transform these 
safety problems into safety products. Here, for the record, are the A : 
products born and improved in 1958. It is this kind of product develop- tection, dust and fume respirators, — 
ment ability that makes us confident when we say: “‘With the problem breathing apparatus, gas masks, artificial 
in your plant, and the answer in ours, it’s resuscitation units, first aid supplies and 
just a matter of getting together.” kits, noise detection and ear protection 


devices, instruments for continuous process 
MINE SAFETY APPLIANCES COMPANY 
201 N. Braddock Ave., Pittsburgh 8, Pennsylvania 


MINE SAFETY APPLIANCES COMPANY OF CANADA, LIMITED 


500 MacPherson Ave Toronto 4, Ontario 


. .. a single source of supply for gas and 
dust instrumentation, head-eye-face pro- 


stream control, ventilation equipment, and 
many other items, 





EDITORIAL 


WE NEED CHRISTMAS 


The world needed humanizing when Christ was born. Rome 
had established a world empire and a hard-boiled, efhcient or- 
ganization. In a remote province of this empire was a theocracy 
ruled by a priestly class interested chiefly in preserving the empty 


forms of a noble religion. while ignol ing the spirit of the prophets. 


Christianity proved to be more than just another sect. It had 
explosive social possibilities. It taught a new appreciation of 
human values and brought hope to those outside the established 


social order. 


The world has had many great teachers of other creeds. In 
personal character, Epictetus doesn’t suffer by comparison with 
St. Augustine. Marcus Aurelius left us a code of ethics and a 
concept of individual responsibility. The calm detachment of 
the Stoics even seems refreshing in contrast with the dogmatic 


bitterness of theologians. 


But philosophy is not for the masses. Few people care about 
contemplation of virtue in the abstract. But they can understand 


the simple directness with which Jesus talked to his followers. 


Stoicism taught a noble ideal of duty, but emotionally it was 
sterile. The Meditations of Marcus Aurelius are full of lofty 
thoughts, but many people would find them dull and didactic. 
Where among the writings of the philosophers can we find any- 
thing to compare with the simple story of the Nativity, as told 


by Luke? Mere philosophical speculation doesn’t warm the heart. 


Christianity did not overlook man’s material welfare. Much 
of the ministry of Jesus was devoted to healing minds and bodies. 
Whatever later theologians may have taught, the spirit of Chris- 
tianity implies that this life is more than preparation for the 


hereafter. 


The safety movement is a practical application of Christianity. 


We cannot imagine conservation of the individual receiving much’ 


attention through dispassionate and fatalistic contemplation of 


the eternal truths. In spite of the shortcomings of its followers. 
Christianity is dynamic and essentially human. It presents a 


well-balanced ideal of material and spiritual development. 


Some things should not be rationalized too much, and Christ- 
mas is one of them. A little mystery is good for the soul and 
Christmas fills a real need in uncovering those generous feelings 
which find too little chance for expression under the stresses of 


living. 
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INFORMATION 


FOR SAFETY DIRECTORS 


about improved products and new services 


made possible by Dj PONT CHEMICALS 





GIVE EMPLOYEES 
THE SAFETY 


AND COMFORT 
OF WORK CLOTHES 
PROTECTED WITH 
DU PONT 


FLAME RETARDANT 


nen exposed to fire hazards appreciate the safety, com 
ling treated with X-12. Although it 

» does not seal the fabric. Clothes 
portant advantage. And treated cloth- 


ince . . . colors remain bright and 


X 


protection of « 
: completely 
freely 


na 


an il 
original app« 
X-12 flame 


laundering. 


retardant is reapplied as a final step 
readily adaptable to either small- 
urge-scale continuous processes. 


t 


l 
treating or t 
th 


1ames of cor 


ind mail coupon for more information about 


ercial treaters or industrial laundries 
du Pont de Nemours & Co. (Inc.), 


service. KE. | 
Rm. N-2533, Wilmington 98, Del 


icals Dept 


tills 


1emM 





for all these applications: 


Curtains Slip covers 


Draperies Uniforms 
Webbing 


Felts 


Work clothes 

Work gloves 
Cotton batting Decorative papers 
Rugs Insulating papers 
Carpeting Kraft papers 


Upholstery Gift wrappings 











u Pont de 


OUP 


Nemours & Co. (/ ne 


ONT 


Pat. OFF 


‘ ) 


ALS DEPARTMENT 
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Work clothing treated with X-12 resists flash fires from sparks 
permits no afterglow. 


Decorative papers retain their natural brilliance when treated 
with X-12 flame retardant. It offers new opportunities to man- 
ufacturers of paper products to promote unique new products. 
Practically all paper products can be efficiently treated by mills 
or converters. 


I. du Pont de Nemours & Co. (Inc.) 
Grasselli Chemicals Dept., Room N-2533, Wilmington 98, Del, 
Please send more information about Du Pont X-12 as well 
as names of companies who apply this flame retardant to: 
Work Clothing Decorative Papers 


Name Title 





Firm 





Address 





State 
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ZORBALL 


A ABOVE: Wyandotte Zorsatt holds up underfoot — will not powder, cake, or disintegrate. 


BELOW: Ordinary floor absorbents crush to a powdered dust or “mud” underfoot. W 
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won't break 
down! 


The true test of safety in a floor absorbent 








| It’s been proved time and again in laboratory tests, in skid 
| tests with rolling equipment, and in actual use! Wyandotte 
ABSORBENT | A fA ZORBALL stands up best under severe punishment . . . assures 

| nonskid stops when competitive absorbents fail . . . and 
remains effective more than twice as long as ordinary floor 


B 
o 








ABSORBENT | B 


> 


ugh 30-mesh screen 


ABSORBENT | C absorbents. 
The graph at the left shows why: ZorsBauu’s rugged, 
angular particles have unequalled resistance to breakdown! 
As a result, ZorBALL offers maximum skid resistance, and 
ABSORBENT D keeps slippery surfaces safe much longer. 


thre 








pat What’s more, ZorBALL stays put . . . doesn’t SHIFT, 
zor a SCATTER, TRACK, or BLOW .. . and holds up under 
heavy traffic or extremely wet conditions without mudding, 
caking, or dusting — so sweep-up is easy. Saves you time 


a 
ic 
ce] 
- 
e 
y 
c 
| 
a 
- 
o 
ev 
¥ 
ic 


and money! 


Test time 10 min 20 min. 

















Also important: Zorba. is nonflammable, even when satu- 
rated with oil. It’s the safest, lowest use-cost floor absorbent 
on the market today. Use it wherever slipperiness endangers 
workers or vehicles. Talk today to your Wyandotte jobber 
or representative about ZorBaLL. Wyandotte Chemicals 
or absorbents; give conclusive proof Corporation, Wyandotte, Mich. Also Los Nietos, Calif. 
of ZorBALL’s superior performance. Offices in principal cities. 


i-crush test results show rate of 


ikdown for ZorBaA.u and four other lead- 


] 
mo 


ZORBATLT]. ts best... costs less by all tests! 


andotte CHEMICALS 


J. B. FORD DIVISION 
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THE SAFETY VALVE 


Nothing human is alien to me 





—TERENCE 


HOLIDAY SPIRIT(S) 


For SOME TIME, the company Christmas party has 
been under fire. These aftairs, designed to piomote 
the spirit of good will and one-big-happy-family, 
are otten resented by spouses who aren’t included. 
And families are justifiably indignant when pop 
comes home late from one of these brawls in no con- 
dition to play Santa Claus. 

Most of the trouble is due to a popular social 
lubricant, which generates a synthetic cheer and 
a feeling of fellowship among people who normally 
have nothing in common. However, some of the 
side effects are far from desirable. 

Individual boiling points vary rather widely, and 
the effect of a few drinks can’t always be predicted. 
Depending on body chemistry and emotional make- 
up, he (or she) may become gay, sleepy, nauseated, 
amorous, uninhibited, lewd, profane, combative, or 
just plain repulsive. 

There’s a labor relations angle to this party prob- 
lem, too. An employee who gets tanked up with 
company-supplied liquor can get away with any- 
thing short of mayhem. He can call the boss names 
suggestive of the kennels and not get fired. Mere 
damage to managerial dignity is not sufficient 
grounds for dismissal, arbitrators have ruled. Their 
attitude generally is that such conduct is off the job 
and has nothing to do with the plant’s functioning. 
It is not a conscious act, and authority is not under- 
mined. Fellow employees don’t take such outbursts 
seriously. 

In other words, when a company supplies large 
quantities of free liquor, it’s asking for trouble. It 
also has some responsibility for the consumption of 
private stocks at company-sponsored affairs. 

The worst thing about a convivial party is what 
may happen on the way home. In these days of 
car pools fewer people use public transportation. 
Some of the celebrants are in no condition to drive, 
or even to walk across a busy street. And at this par- 
ticular time there are more likely to be others in 
the same condition. 

So, if you’re planning a Christmas party, you may 
avoid regrets by keeping the bottles out of it. 


~~ 1% * 


If so-called publicity is legitimate news, it should 
be printed regardless of whether it benefits private 
interests or not. If it is not legitimate news, then it 
should not be printed, regardless of who may be 
pleased to have it appear. —Louis Wiley in New 
York Times. 


IMAGINATIVE LANGUAGE 


PROMPTNESS in answering correspondence is a 
virtue that is none too common. It requires a disci- 
plined mind, a systematic routine and efficient sec- 
retarial help. 

There are plenty of alibis for this common short- 
coming. Here’s one which any gardener can ap 
preciate: “Every month my secretary comes in and 
turns the compost on my desk.” 

This one is from Words as Pictures, a new book 
by Charles W. Ferguson—senior editor of Reader’s 
Digest and National Safety Council Vice-President 
for Public Information—quoted in the National 
Parent Teacher. 

Here are some more examples of picturesque ex 
pression observed by Mr. Ferguson: 

“These are not dry statistics—they’re dripping 
with blood.” 

““Fudge factor,’ an engineers’ term to denote fac- 
tors of safety to allow for accidental cheating in 
construction.” 

“One is likely to hear imaginative language in 
unexpected places,” he concluded. 


” co x 


Happy the man who has been able to learn the 
cause of things. —Virgil. 


* 


CRYSTAL GAZING 


RECENTLY my insurance agent sold me a package 
policy that covers everything—except space travel. 

Now the Kemper insurance outfit in Chicago has 
come out with something that looks like a policy 
covering accidents in outer space. It includes every- 
thing that isn’t likely to happen to human beings— 
not in your lifetime or mine. 

Occupations excluded are space cadets, space 
salesmen, window washers and cab drivers. The 
company reserves the right to cancel the policy at 
any time by notice in skywriting. This “policy,” as 
you may have guessed, is an advertising gimmick 
for agents—something to dramatize the need for 
using originality in selling. 

The trouble with spoof advertising is that it may 
be taken seriously. Nothing is too fantastic for some 
people. Wonder if the insurance company has had 
any (serious) applications for this coverage. 

I wouldn’t stick my neck out by saying we’ll never 
have space travel. Many years ago one automobile 
manufacturer announced dogmatically that four- 
wheel brakes were no good, and they’d never adopt 
them. And 20 years before that, many people were 
sure the automobile would never replace the horse. 
Today, space flight doesn’t seem any more impossible 
than ordinary flying did 100 years ago. 

If companies ever write such insurance, it’s going 
to be a big gamble until they get the actuarial data 
for rate making. 
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wy EW THREADED-JOINT 
NEOPRENE-SEALED 


Control and Indicating Stations 


Explosion-proof, dust-ignition-proof, weather resis- 
tant and water-tight (NEMA 4),this new Condulet® 
EWC series affords safety greater than ever before for 
pilot lights, heavy-duty push-button stations, selector 


if y) direct for descriptive 
erature and specifications, or 


tact your Crouse-Hinds distributor 


Circle Item No 
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new safety 
in hazardous 
areas 


indoors or out! 


switches, or various combinations thereof in single, 
double or triple gangs. 

Designed expressly for Class I (Groups C and D) 
and Class II hazardous areas , the new series features 
a Feraloy® housing with threaded cover and threaded 
operating-shafts throughout. Cover, shaft housing and 
pilot light jewels are tightly sealed with Neoprene 
O-rings, effectively shutting out fumes, dusts, all water. 


CROUSE @ HINDS 


MAIN OFFICE AND FACTO! YRACUSE, NEW YORK 
Crouse-Hinds Company td Ont 
Crouse-Hinds Instrument Compa: 
@ CONDULET® ELECTRICAL EQUIPMENT (Explosion ond 
@ TRAFFIC CONTROL SYSTEMS © AIRPORT LIGHTING and WEATHER MEASURING EQUIPMENT + 
These products are sold exclusively through electrical distributors. Por application engineering help. contect ose 
Birmingham Boston Bulialo Chicego Cincinncti Cleveland 
Detroit Houston Indianapolis Kansas City Los® Angeles 
Omaha Philadelphia Pittsburgh Portland, Ore Salt Lake City 
Duis St Poul Sen Frencisco Seattle Tulec Washington Resident Representatives: Albany 
Atlanta Baltimore Charlotte Chettancoga Jacksonville Reading, Pa Richmond, Va 


6—Reader Service Card 








THE ACCIDENT BAROMETER 





Prepared by the Statistics Division, 


National Safety Council 


ACCIDENTAL deaths August 
numbered about 8,000, or 4 per 
cent less than in 1957. There were 
decreases in motor-vehicle and 
home accident fatalities, an in 
crease in work deaths, and no 
change in public non-motor-vehi 
cle fatalities. 

The eight-month death total was 
59,300, a reduction of 5 per cent 
from last year. Each class showed 
a decrease from 1957, with the 
greatest improvement recorded in 
motor-vehicle deaths. 


in 


Motor-Vehicle Deaths 

There were about 3,500 deaths 
from motor-vehicle accidents in 
August, or 5 per cent below 1957. 

Deaths during the eight months 
totalled 22,880, or 6 per cent less 
than a year ago. The eight-month 
death rate per 100,000,000 vehicle 
miles is not available at this time, 
but the seven-month rate was 5.1, 
a reduction of 9 per cent from 5.6 
in 1957. 

For the eight-month period, 32 
states had fewer deaths than last 
year, and 16 states had more 
deaths. States with the greatest 
improvement for the first eight 
months of the year were: West 
Virginia, -29 per cent; Vermont, 
-26 per cent; South Carolina, 
per cent; Connecticut, -—25 
cent. 

Reporting cities with popula- 
tions of more than 10,000 had a 


25 
per 





4,06 -— TT 


MOTOR-VEHICLE 4. 


DEATHS |... 














1958 
AuGusT 3,500 
HIGHT MONTHS 22,880 
Siacinial 


1957 CHANGE 
3490 - 5% 
24440 - 6% 








WORK DEATHS 


AUGUST 
EIGHT MONTHS 


1958 1957 Change 
August 8,000 8,300 -4% 
8 Months 59,300 62,600 -5% 





15,000, = a 
| ALL ACCIDENTAL DEATHS 





decrease of 14 per cent for August 
and 5 per cent for the eight-month 
period. Cities with more than 
200,000 population having the lar- 
gest reduction in deaths for the 
first eight months of 1958 were: 
Long Beach, Calif., -47 per cent; 
Toledo, Ohio, -45 per cent; San 
Francisco, Calif., -28 per cent. 


Work Accidents 

Deaths from work accidents in 
August totalled 1,200, or 100 more 
than last year. The total for eight 
months was 8,900, a reduction of 
7 per cent from 1957. 

The August frequency rate per 
1,000,000 man-hours in 18 section- 


al accident prevention contests 
conducted by the National Safety 
Council was 5.09, a decrease of 11 
per from year. The 
August rate for plants in com- 
munity council contests was 5.74, 
also down 11 per cent. The eight 
month in 
was 5.04, a reduction of 6 per cent 
from 1957; in community council 
contests the rate was 4.69, a de 


cent last 


rate sectional contests 


crease of 15 per cent. 


Public Deaths 

Public non-motor-vehicle deaths 
in August numbered about 1,900 
—no change from 1957. 

Deaths during the eight months 
totalled about 12,000, a decrease 
of 4 per cent from last year. This 
reduction occurred despite 
changes in the definition of Home 
that have reclassified some cases to 
Public. There were decreases in 
deaths burns, drownings, 
and falls and increases in deaths 
from transportation and firearms 
accidents. Aside from a small in- 
crease in deaths of young people 
15 to 24 years old, each age group 
showed a reduction from 1957. 


from 


Home Deaths 

Deaths from home accidents 
totalled about 1,700, or 200 fewer 
than in August one year ago. 

The eight-month death total was 
17,600, a reduction of 3 per cent 
from 1957. Most of the decrease 
occurred in falls, but deaths from 
firearms accidents also were down. 
Small increases were recorded in 
poisonings, burns, and mechanical 
suffocation deaths. Increases were 
reported in deaths of children less 
than 5 years of age and young 
people 15 to 24 years old. Other 
age groups decreases, 
with the greatest improvement 
for persons 65 years old and older. 


showed 


TT 4,000 
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1958 
1,200 
8,900 


1957 CHANGE 
1,100 + 9% 
9400 - 7% 
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PUBLIC DEATHS 


Medieted 


—+ 
1957 CHANGE 


1,900 
12,500 


HOME DEATHS 


+-+-4 
1957 CHANGE 
1900 -11% 
18,200 - 3% 
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Lightweight! The tower columns, 
braces, and gin poles are made of light- 
weight, high strength aluminum alloys. 
Even the largest of the 4 towers (67’) can 
be carried, fully assembled, to the erect- 
ing position by only 3 men. A crew of 5 
can erect a tower and place a FOAM head 
in position in 5 minutes. 

Hydraulically Operated! The FOAM 
tower column consists of a telescoping 
hydraulic ram that is elevated by water 
pressure. For extreme cold weather op- 
eration, a hydraulic kit is available that 
permits raising the tower by means of 
carbon dioxide or nitrogen pressure. 

One Tower Places as Many as 4 
Outlets! One tower puts several FOAM 
discharge outlets into position — making 
the Rockwood tower the equivalent of 
many conventional foam towers! A crew 
of 5 men can erect and install 4 FOAM 
heads in 17 minutes. And one tower can 
be used to place chemical foam outlets as 
well as mechanical foam types! 

Minimum Care and Storage! The 
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tower sections consist of three or four 
section hydraulic rams made of rust-proof 
aluminum. The lower tube has a heavy 
wall section to prevent physical damage. 
Towers retract to 20 ft. or less for ease in 
carrying on a fire truck or trailer. 
Write for the full story! 
Distributors in all principal cities. 


ROCKWOOD SPRINKLER COMPANY 


Portable Fire Protection Division 


hydraulic tower. 
Name 

Title 

Company 


Street 


City 


Circle Item No, 7—Reader Service Card 


1266 Harlow Street, Worcester 5, Massachusetts 


ROCKWOOD SPRINKLER 
COMPANY 


Engineers Water 
... to Cut Fire Losses 








cm 


Please send me your illustrated booklet on Rockwood fire-fighting products, including your portable 


State. 





SMALL BUSINESS and ASSOCIATIONS 


f 
i yy ce) 
Ba : | yi By A. M. Baltzer and John T. Curry 


Small Business Program Staff, National Safety Council 


Committee Again Expands 


Eleven members of the Coun- 
cil’s Small Business and Associa- 
tions Committee met October 19 
at the Industrial Conference in 
Chicago. Clyde Schlueter, chair- 
man, announced the following ad- 
ditions to the committee: 


W. M. “Scotty” Allison — British 
Columbia Lumber Manufacturers’ Assn 


Frank Laderer — Nationwide Insur- 
ance Co. 

James P. Low—Chamber of Com- 
merce of the United States 

J. Neil Moore—Chicago Hotel Assn 

Gustav L. Nordstrom 
Box Assn. 

G. W. Ponton — Hardware 
Casualty Co. 


Arthur Schmuhl—Associated General 
Contractors of America 


Folding Paper 


Mutual 


These association and insurance 
executives, plus top officers from 
four industrial sections, give us 
one of our strongest committees 
since the Small Business Program 
was launched in 1951. 


Reaching Small! Business 


“Reach them on their home 
grounds” seems to be the key to 
selling small business executives 
A case in point was the Industrial 
Management Institute conducted 
October 9 by the University of 
Illinois in cooperation with the 
Illinois Manufacturers’ 
tion. 

A. M. Baltzer, director of the 
NSC Small Business Program, 
addressed more than 40 top ex 
ecutives attending the three-day 
Institute at Monticello, Ill. He 
discussed the importance of acci 
dent prevention in reducing oper 
ating costs. Many businessmen 
present recognized for perhaps 
the first time that accident pre- 
vention saves money, improves 
employee and public relations, 
and is just good management. 


Associa 


Section Representatives 
Work With Associations 
Industrial Department staff en 
gineers are actively supporting 
associations connected with their 
sections. Recent examples in 

clude: 

Robert Currie’s (Wood Prod- 
ucts Section) analysis of safety 
activities and costs for the Archi- 
tectural Woodwork Institute. He 
and John T. Curry also arranged 
a safety exhibit and were on the 
Institute’s convention program to 
present long-range recommenda 
tions based on the survey findings. 

J. E. Croushore (Textile Sec- 
tion) met October 6 with about 
20 insurance engineers and cot 


GLENN B. SANBERG, executive vice 
president of the American Society of 
Association Executives, Washington, 
(left) presents an Association Safety 
Award to Ivan LeGore, safety director 
of the Portland Cement Association, at 
the Award Luncheon October 22 during 
the National Safety Congress. 

PCA has been one of the pioneers in 


ton ginners in Memphis under the 
auspices of the Arkansas-Missouri 
Ginners Association to plan safety 
activities for that industry. A sur- 
vey has revealed accident and fire 
losses much higher than average, 
and the Textile Section hopes to 
add this important group in order 
to help it. 

Ray Ellis, Jr., (Food and Bev- 
erage Section) teamed up with 
Jack Curry at the huge conven- 
tion of the American Bottlers of 
Carbonated Beverages in Atlantic 
City November 18-20. For the 
first time special safety presen- 
tations were offered as a part of 
the Association’s program subject 
matter 


association safety work and, in spite of 
sensational progress during early years, 
can be justly proud of steady gains 
bringing the organization’s injury fre- 
quency rates down 26 per cent during 
the past five years. Under Mr. LeGore’s 
leadership, PCA has qualified a record 
five times since the Council’s Associa- 
tion Award Program began in 1952 


ciLy 
ATIONAL SAFETY COUNCILS 
SOCIATION SAFETY AWARKE 


ASSOCIATED IND 


uSTRIES OF GEORG 


BririsH COLUMBIA Loeeers ASSOCIA 
N MANUFACTURERS InsTITUTE. I 
>pER AND BRASS RESEARCH ASSOCIA 

iG PaPER_Box ASSOCIATION OF 





for Better 
Values 


Chain and Cable 


COMBINATION 


ww WIRE CABLE 


ACC0 - your first source for any sling for any job 


5 ARS a Ae MONI 


Whatever your sling requirements, 
there’s an acco Registered Sling to 
do your particular lifting job in the 
safest, most economical way possi- 
ble. Your rigger knows why certain 
slings should be used to lift certain 
types of loads, depending on varying 
factors of shape, weight, material 
and finish. Sometimes chain slings 
are necessary; other times cable; and 
on certain lifts a combination of 
chain and cable slings are best. 

Because sling work requirements 
do vary from job to job, make cer- 
tain that all your slings are precision- 
made under uniform conditions of 
quality control and pre-tested before 
they leave the factory. Only acco 
Registered Slings can give you this 
assurance...in the widest range of 
sizes and styles from any single 
source. 

In addition, you get the latest 
technical improvements in ACCO 
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Registered Slings. For example, 
there’s the new shaped Master Link 
now available without extra charge 
on all acco Registered Slings. This 
new link, an exclusive development 
of ACCO engineers, gives 18% greater 
resistance to distortion with no in- 
crease in weight. Just one more qual- 
ity bonus you get from acco Regis- 
tered Slings. 

Each of these slings is factory 
proof-tested at a load of no less than 
twice its rated capacity. Only after a 
sling has passed this rigorous test is 
it given the acco tag and certificate 
of registration. 

Tell your distributor you prefer 
acco Registered Slings. 


9) oP ea ee 


§ 
/ WHAT 
“ACCO REGISTERED” 
MEANS 
1 The best material 


2 Unit safety factor (on bodies, 
rings, links, hooks) 


Proof test of complete sling 
to twice the working 
load limit 


4 Actual field service test 
of each design 





§ Meta! identification ring or 
tag on each sling 


6 Signed Registry Certificate 
with each sling 


AMERICAN CHAIN & CABLE 


BRIDGEPORT, CONN. 





Atlanta, Boston, Chicago, Denver, Detroit, Houston, Los Angeles, 
New York, Odessa, Tex., Philadelphia, Pittsburgh, Portland, Ore., 
San Francisco, Wilkes-Barre, Pa., York, Pa. 

In Canada: Dominion Chain Co., Ltd., Niagara Falls, Ont. 
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Bal Bal-SAFE lens takes blow 
14 times heavier than“standard” 


Here you see two bouncing steel balls 
stopped in mid-air by the magic eye of 
the high speed camera. The balls were 
dropped simultaneously from a height 
of more than four feet on a pair of 
B&L Bal-SAFE safety lenses. 

There’s a story in this picture... 
but it’s not in the photography. It’s in 
the fact that a B&L Bal-SAFE lens, on 
the ave:age, takes a blow 14 times 
heavier than that required by Federal 


specification. The larger ball in the 
photo represents a force 14 times 
greater than the small ball. (See chart 
below ). 

Eye accidents strike like lightning. 
Quicker than reflex can set up defense, 
the impact comes ... from hurtling ob- 
ject or particles .. . and grave, costly 
eye injury may result. How much pro- 
tection do your workers get against it? 

The U. S. Bureau of Standards says 


KINETIC ENERGY OF STEEL BALLS 


Weight 
Grams 


Weight 
Pounds 


Ratio To Striking Energy 50” Drop 
0.50” Ball Ergs. Ft. Pounds 





0.500” 8.5 
0.625” 16.6 
0.750” 28.0 


0.01874 
0.03660 
0.06173 


1.058 x 10¢ 0.0780 
2.092 x 10¢ 0.1542 
3.486 x 10° 0.2571 


1.953 
3.294 





0.875” 44.9 0.09898 


5.282 5.590 x 10¢ 0.4122 





1.000” 66.8 
1.125” 94.9 
1.250” 130.3 
1.375” 173.5 


0.14726 
0.20921 
0.28726 
0.38249 


7.859 
11.165 
15.329 
20.412 


8.317 x 10¢ 0.6133 
11.815 x 10¢ 0.8713 
16.347 x 10¢ 1.2055 
21.601 x 10+ 1.5930 





1.500” 225.1 0.49625 





26.482 28.025 x 10¢ 2.0667 





1.625” 286.1 
1.750” 351.6 
1.875” 435.6 
2.000” 529.7 


0.63073 
0.77513 
0.96032 
1.16644 


33.658 
41.365 
57.247 
62.247 


35.620 x 10¢ 2.6268 
43.774 x 10¢ 3.2282 
54.232 x 106 3.9994 
65.886 x 10¢ 4.8588 





2.125” 634.9 1.39969 





74.694 79.157 x 10 5.8376 





A] Federal spec for impact resistance, B ) B&l minimum, a B&l average. 
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a safety lens must withstand impact of 
0.4122 foot pounds. The test is com- 
monly made by means of a 7% inch 
steel ball dropped from a height of 50 
inches. Most makes of safety lenses are 
thus tested. All must meet Federal 
specifications. But these specifications 
do not suggest the measure of safety 
above and beyond the minimum .. . 
such as the measure in Bal-SAFE lenses. 

Through recent technological im- 
provements, B&L toughens Bal-SAFE 
lenses—from a minimum of 5—to an 
average of 14 times the accepted stand- 
ard. It costs you nothing extra, but it 
gives you so much extra—in protection 
for your workers’ eyes, in security for 
the corporate purse. 

For details on Bal-SAFE lenses and 
full line of B&L PROTECTION—PLUS 
Safety Eyewear, ask your distributor 
of B&L eye safety products. 


BAUSCH 6 LOMB 
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news briefs 


Crane noise reduced 


A large steel company reports it has reduced 
noise levels in the cab of a diesel electric locomo- 
tive crane by as much as 13 decibels. Surfaces 
between the cab and the engine enclosure were 
treated with a soft building board, and some modi- 
fications were made in the exhaust system. Louvers 
in the engine enclosure walls allowed sound to es- 
cape away from the operator. 


Industrial fire causes 


Most industrial fires are caused by electrical 
equipment or friction. Either faulty or overloaded 
electrical equipment can lead to a blaze. Systematic 
inspection, maintenance, and lubrication will pre- 
vent friction fires. 


Strontium 90 widespread 


The American Chemical Society reports that a 
worldwide survey of Strontium 90 in food shows 
the isotope is now present in foodstuffs all over the 
world. The amount of Strontium 90 in most foods 
is well below the maximum acceptable limit, but 
the problem bears watching, since this is the most 
dangerous substance in nuclear fallout. 


Seat belts needed 


A review of the accidental deaths in one large 
company during 1957 showed that two-thirds of all 
the accidental deaths resulted from automobile ac- 
cidents. Average age of the victims was 35 years. 
It is estimated that the use of seat belts on the 
fleet automobiles in this firm, together with a good 
educational program, could save’22 lives each year 
in this company alone. 


Epoxy resin dermatitis 


Dermatitis struck 40 employees handling epoxy 
resins in a metal bonding operation. About half of 
the exposed workers contracted the dermatitis. 
Eight of the 40 men had to be assigned to other 
work. The employees remaining on the resin- 
handling job were issued gloves, sleevelets, cover- 
alls, and protective creams. They were urged to 
wash frequently with soap and water or use water- 
less cleaners, 
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Give ‘em silicosis 

Recent experiments show that extremely fine 
silica dust kills cockroaches faster and more surely 
than customary toxic insecticides, and the insects 
cannot develop immunity to the dust. 


Check air supply 


The importance of proper tank ventilation is well 
recognized. But many people fail to realize that 
any enclosed area, such as a small room, refriger- 
ator, or a confined space in a warehouse where 
piled material limits natural air movement, be- 
comes, in effect, a tank. Air exhaustion or solvent 
concentration can make such a harmless-appearing 
area a lethal trap. 


Color-coded domes 


Domes of tank cars are being color-coded now 
to identify the contents, just as labels and stoppers 
of reagent bottles have been marked by color. 


Incinerator cuts pollution 


To comply with a new state air pollution code, 
the American Cyanamid Company’s Bound Brook, 
N. J., plant installed an incinerator to burn indus- 
trial wastes. With the aid of waste solvents, for- 
merly burned on a pond, the incinerator now burns 
28 cubic yards of combustible material each hour. 
Emissions have been reduced to legal levels. 


Metal ladder misuse 


Recent metal ladder accidents probably indicate 
that the ladders are being used improperly. It 
seems so obvious that metal ladders should not be 
used around electrical circuits. Yet it must be em- 
phasized that non-conducting ladders are essential 
where there is a shock hazard. Like electricity 
itself, a metal ladder is a good and faithful servant 
—when not abused. 


Oe ak 
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OUR OBJECTIVE 


ex, PREVENT 


Ae 


ACCIDENTS 


One of the Council's functions is to arouse 


the interest of other organizations in 


accident prevention—to get them to feel 


that they can appropriately make safety a 


part of their continuing programs. To me, 


this is a concept of major importance, and 


it accurately characterizes many of our 


activities during the past year. 


—From the report of the Executive Vice-President, 
National Safety Council, at the Annual Council 
Meeting, 46th National Safety Congress. 


MULTIPLIERS FOR SAFETY 


By GENERAL GEORGE C. STEWART 


HORTLY after I came to the 
Council, four years ago, [hada 
chart put on my wall which reads: 
“Our Objective— Prevent Acci- 
dents.” I look at it frequently, 
and I try to judge each Council 
activity in terms of that slogan: 
Does it prevent accidents? 

Report to the Nation— 1958, 
which you have received, might 
be called a medium-sized report 
of the Council’s activities for the 
past year. More complete infor- 
mation is contained in the reports 
of the varidus Conferences, which 
you can obtain upon request, if 
you haven’t received them. 

I hope you will all read Report 
to the Nation from cover to cover. 
It contains the least you ought to 
know about Council activities. I 
think you will find it interesting 
and, indeed, exciting in many re- 
spects. 

What I should like to do is to 
interpret, in broad terms, the 
character of our activities. Get- 
ting away from the details, what 
are we—all of us—trying to do? 
Or, more specifically, what have 
we been doing? 


Executive Vice-President, National Safety Council 


Well, first of all, we have a 
large number of what might be 
called technical activities. The 
“know-how” jobs . . . the down- 
to-earth determination of what 
causes accidents and how to pre- 
vent them. That kind of work 
has always been one of the Coun- 
cil’s prime responsibilities. 

What are some of these jobs? 
Well, they loom large in every 
field of safety. For example, our 
Industrial Department conducts a 
course on “Radiation Safety,” out- 
lined and taught by members of 
the staff of the Argonne National 
Laboratory, here in Cook County. 

Or, under the guidance of our 
Committee on Winter Driving 
Hazards, we conduct field tests on 
the winter handling characteris- 
tics of motor trucks. 

Or, our Research Division stud- 
ies and reports on 250 different 
research projects in the field of 
traffic safety. 

This list of technical activities 
could be extended indefinitely— 
all projects for increasing our fun- 
damental knowledge of the acci- 
dent problem and its control. 


Leaving this technical area, we 
move into what may be broadly 
described as educational activi- 
ties. The “know-how” about safe- 
ty is not enough. If the accident 
problem is to be solved, 170,000,000 
people have to be educated—have 
to be informed, persuaded, con- 
vinced. 

This, too, has always been one 
of our fundamentals. We are 
working at it every day, and in 
a hundred different directions. 

About 10 million Council post- 
ers go up on industrial bulletin 
boards during the year. 

More than one billion television 
home impressions for safety are 
accomplished through our Public 
Information program and the Stop 
Accidents Campaign conducted 
for us by the Advertising Council. 

Thousands of columns of news 
about safety appear in newspa- 
pers and magazines. And thou- 
sands of outdoor panels on safety 
are contributed—just to name a 
few of the many ways we reach 
the public. 

Written analyses are prepared 
for 1,250 cities and 47 states point- 
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their achievements and 
safety pro- 


ing out 
deficiencies in traffic 
grams 
But our emphasis is not only 
and educational; it is 
ral. The first National 
‘ongress opened with a 
which the minister said 
come together not to 
-own weal or wealth, 
well-being of 
men.” 
matter of great satisfac- 
that, beginning some- 
roa year a a special 
it possible 
effectively 


funds mad 
impleme 

ral emphasis 
vork is under the direc- 
mmittee of 
safety with 
and geo- 


national 
leaders for 
ienominationa 
representation 
stantial results are already 
About 350 religious leaders 
denominations participated 


spring’s Regional Confer- 
for Traffic Safety 
governors have requested 


Ip of our Church Division 
ing up statewide religious 
safety committees. 

Thousands of ministers, priests, 
and rabbis and the lay leaders as- 
sociated with them have already 
indicated intense concern in safe- 
ty as a movement of major social 


1 


and |! ral concern 


State and Local Programs 


ther thing that stands out 
review of our activities of 
t year is the increasing em- 
state and local safety 
zations 

is not the slightest doubt 
good the 
work done at the national level, 
the crux of the accident problem 
and in the 
proved over 
ver again that when citizens 
at the community and at the state 
level will work together in an or- 
1 safety effort, substantial 
ften startling results can be 

ined in accident reduction. 
During the past year, we have 
able to do more than ever 
before to help such local and state 
organizations. Our field force was 
doubled, the size of our field dis- 
tricts was correspondingly re- 
duced, and our service improved. 


matter how 


the communit\ 
It has bee 


en 
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A major activity of the past 
year has been the application of 
standards, covering all phases of 
local council organization and op- 
eration. Eighty-seven state and 
local organizations requested and 
received this appraisal service. 

A large amount of information 
on what has been successful—col- 
lected and documented —can be 
made available to other towns and 
states to help them. 

The evidence is already very 
clear that this appraisal program 
will be most helpful in pointing 
out the strengths and weaknesses 
of local safety work 

Also, and equally important, 
the standards and procedures 


worked out will greatly facilitate 
the development of organized 
safety programs in more and more 
communities during coming years. 
Quite a while ago, someone 
coined the phrase “multipliers for 
safety,” meaning that one of the 
Council’s functions is to arouse 
the interest of other organizations 
in accident prevention—to get 
them to feel that they can appro- 
priately make safety a part of 
their continuing programs. To me, 
this is a concept of major impor- 
tance and it accurately character- 
izes many of our activities during 
the past year. 
We have continued working 
—To page 50 





(Fiction) 


THE DIARY OF A SAFETY ENGINEER 


A second heart attack convinced our 


Safety Engineer that he needed help. 


Delegating responsibility also gave 


his assistants a chance to grow 


ME AND MY HEART 


December 5, 1958. 

Two weEEKs before Congress, 
something with a fancy name hap- 
pened to my heart. My doctor, 
with some help from a specialist 
friend of his, scared me into tak 
ing a week of rest. They wanted 
me to rest two weeks, but I didn’t 
have time. I had a few days back 
on the job {I really did take 
things easy, though), and then I 
went to Congress. 

I behaved very well at Con 
gress, skipping the early morning 
sessions, taking a nap before sup- 
per. But it was still a week of 
hotel life, with heavy meals at 
somewhat irregular intervals 
Also, when you haven’t seen your 
friends for 12 months, you stay 
up late and talk a lot and drink 
too much coffee, and smoke too 
much. 

Three weeks later, when the 
first cold snap hit in early Nov 
ember, I went looking for the 
doctor—and his specialist friend. 
This time I stayed in bed three 
weeks, and I came out perfectly 
willing to believe them when they 
lectured me on diet, on sleep, and 
on avoidance of exertion and ex 
citement. Finally, I’m willing to 
admit that I’m not in my twenties 
any more. 

“Actually,” the doctor told me, 
“you’re lucky in the work you 
do. You don’t have to do heavy 
physical work. You're not a 


20 


By BILL ANDREWS 


speculator or a traveling salesman, 
with excitement or the fatigue of 
travel to be a threat to your 
health. You’re not a pilot or a 
locomotive engineer, who would 
endanger the lives of others with 
a condition like you’ve got. You 
have a job that is just active 
enough to give you moderate ex- 
ercise. You have young and capa 
ble assistants to do anything 
strenuous that comes along. You 
make enough money to hire some 
body to put up your storm win- 
dows and spade the garden. 
There’s only one drawback.” 

“What’s that?” I asked—think- 
ing of a lot of very serious draw- 
backs which hadn’t occurred to 
the doctor. 

“You think,” the doctor said, 
“that the world depends only on 
you. I’ve been doing some check- 
ing up on you. You’re so darned 
sure that only you know how to 
do safety work that you aren’t 
willing to delegate the work. You 
treat your assistants as if they 
were school boys. This attack of 
yours will be the best thing in 
the world for those boys, if only 
you've got sense enough to know 
that they will have to be your legs 
and eyes and ears—yes, and to a 
considerable extent, your brains, 
too.” 

I was indignant. “That’s not 
fair. I’ve trained some good as 


sistants, who’ve achieved great 


things as safety men after they 
left me.” 

“After,” the doctor said. Just 
that one word, “After.” 

“I give my present assistants 
lots of scope. They are my eyes 
and ears, like you say. I’ve given 
them credit for good ideas, when 
they had them.” 

The doctor shook his head. 
“Remember,” he said, “I’ve been 
checking. Oh, yes, you let them 
do leg work, and you let them do 
things when you think they do 
them well. But from here on out, 
things are going to be different. In 
the past, you’ve let them go until 
they encountered some trouble. 
Then you came running—Mr. Big, 
Mr. Fixit, came charging onto the 
scene to get everything straight- 
ened out. Not any more—not if 
you want to live. Now you sit 
back and let make mis- 
takes.” 

“Ts it really that bad?” I asked. 

“Tt is that bad,” the doctor said. 
“And that isn’t really very bad 
If you’ll behave yourself, you can 
be around another 25 or 30 years.” 

“You know, doc,” I replied, “I 
don’t think that interests me too 
much. Oh, I want to live. I like 
living. But I don’t want to set on 
the shelf at 50, just to live on to 
80.” 

“Who said anything about a 
shelf,” he barked. “Go back to 
work and do your job. You'll 


them 
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probably do it better because 
vou’re forced to delegate more of 
it to your assistants. They tell me 
your profession. 
Now prove it by planning a divi- 
sion of labor that will let you use 
your brains and not go running 
off like a fire engine every time 
trouble breaks.” 

So there it is—and the doc is 


you're good at 


; 


right 

When I came back to work, I 
sat down with the boys and put 
uation before them. They 
were properly sympathetic—but I 
think they’d be more than human 
if they didn’t take some satisfac- 
tion out of the fact that they'll be 
their own than ever be- 


the sit 


more on 
tore 

Basically, I'll hold down the 
office, which I’ve really done any- 
way. I'll pick up a larger share 
of the record work, but with our 
setup that won’t be too heavy a 
load. I'll spend time on 
planning and teaching 

But I’m giving up all accident 
investigation, and that means I’ve 
work even harder with the 
boys to teach them the techniques 
of good investigation 

I’m going to cut myself down 
a half-hour a day on the 
doing inspections. This 
a considerable revision of 
my thinking, for I’ve depended 
upon the continuing contact with 
the shop floor to give mea supply 
of new Now I'm going to 
keep in touch just enough to be 
sure that grossly bad conditions 
don’t develop. 


more 


got to 


to apout 
projec T 


means 


ideas. 


For the ideas, I’m going to have 
to have a better shop committee 
setup to bring me the ideas that 
I used to go and hunt for in the 
shop It’s a sign of how convinced 
I am that the doc is right that 
I've even delegated to one of my 
assistants the job of getting that 
organized 


new committee plan 


and operating 


It’s Friday night now, and I’m 
back from my first full week of 
operating under the new policy. 
Sue has been watching me like a 
hawk all week, ready to go yell- 
ing for the doctor if I start look- 
ing tired 

But Sue was a nurse, and she 
knows her symptoms. So, about 
nine o'clock tonight she suddenly 
said, “You look disgustingly 
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a holiday background. 





THOSE OFFICE PARTIES 


SIZABLE percentage of Christmas traffic accidents occur in 
the early hours of the holiday season, and many of them can 
be traced to the office party with its highball hilarity. 

The National Safety Council therefore urges business and in- 
dustrial concerns to take a new look at holiday parties and keep 
the cork in the bottle on such occasions. Some of the celebrants 
will, of course, be disappointed, but the company will not be 
responsible for turning loose people in no condition to drive— 
or even to cross a busy street on foot. 

While drinking and driving are a deadly combination at any 
time, they are apt to be more concentrated at the Christmas 
season. And death and disaster always seem more tragic against 


It is ironic to celebrate a day dedicated to “Peace on earth, 
good will to men,” and then send people out on the highways in a 
condition to kill or injure their fellow humans. 

The Council welcomes the support of men and women of all 
faiths, as well as people of good will with no formal affiliation, 
in bringing about a sane and reverent observance of the holiday. 








healthy and cheerful. What are 
you thinking about?” 

“My dear,” I said, “I’m suddenly 
discovering that it’s not too bad 
to sit back and make other people 
work. I will probably get fat and 
sassy on this regime.” 

“Sassy,” she said. “Sassy, but 
definitely not fat. Remember, I 
cook your meals, and that I can 
control.” 

“All right,” I said. “And, dear, 
would you mind running upstairs 
and getting me that book on 
training methods?” 

“You, sir, are a beast,” she said. 
But she went and got it. 


We Have Plenty of 
Water, But... 


There is no shortage of water, 
except in specific localities. The 
problem is more one of collecting 
water that falls as snow or rain, 
then storing and carrying it to 
regions where it is needed. These 
are views expressed by Everett 
P. Partridge, director, Hall Lab- 
oratories, Inc., in the Edgar Mar- 
burg Lecture at the 60th Annual 
Meeting of the American Society 
for Testing Materials. 

Dr. Partridge emphasized the 
use of water as an engineering 
material and said industry’s needs 
for water are largely on a loan 


basis—the bulk of water used by 
industry is for cooling. It is not 
consumed but borrowed and re- 
turned at a higher temperature. 
The amount consumed corre- 
sponds to that which evaporates 
because the temperature is higher 

Industrial water is also used for 
cooling by evaporation in spray 
towers and spray ponds. Here, the 
total amount of water borrowed 
is much less, although the volume 
consumed may be about the same, 
as when water is used for cooling 
without evaporation. 

Wastes from man’s activities, 
including industrial uses, compli- 
cate re-use of water, Dr. Partridge 
said. Economics of eliminating or 
reducing wastes discharged into 
streams are complicated. He cited 
an example based on a few parts- 
per-million increase in solids con- 
tent of a plant effluent. Many 
thousands of dollars had to be 
spent for additional water treat- 
ment required for downstream 
users. 

Corrosion in boilers is not likely 
to be eliminated but it can be con- 
trolled. The objective in corrosion 
control is to treat the water so a 
dense coating of oxide forms on 
the metal surface. This reduces 
the rate at which ions of iron 
migrate through the oxide coating 
to rob oxygen atoms from the 
water. 





EARLY morning speaker Fred Smith attracted a standing-room-only crowd to the Grand Ballroom of the Conrad Hilton. 


IKE THRILLS CONGRESS 


President praises safety’s forces in surprise visit at Ban- 


quet 


ADIES AND GENTLEMEN, 
the President of the United 
States! 

With that introduction, so fa- 
miliar to radio and TV audiences, 
Walter F. Carey, chairman of the 
National Safety Council’s board of 
directors, presented President 
Eisenhower at the Banquet of the 
46th National Safety Congress. 

Accompanied by Illinois Gov- 
ernor William G. Stratton, Sen- 
ator Everett F. Dirksen, General 
George C. Stewart and an escort 
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of Secret Service men, President 
Eisenhower was ushered to the 
speakers’ table in the Hilton’s 
Grand Ballroom. 

They liked Ike. That was 
evident from the spontaneous and 
prolonged ovation as he flashed 
his famous smile. It was the big 
moment of the 46th Congress—in 
fact, of all safety congresses to 
date. 

Although unscheduled, the 
President’s appearance was not 
unplanned. His visit had to be a 


Dearborn honored on approaching retirement 


surprise to the banquet guests, 
because the Secret Service frets 
about the security problems of 
the sprawling Hilton. 

In his informal remarks, the 
President again expressed his ap- 
preciation of the work which has 
received his consistent support. 

Awards were presented at the 
Banquet to retiring Council Pres- 
ident Ned H. Dearborn from four 
organizations: National Associa- 
tion of Manufacturers, United 
States Chamber of Commerce, 


National Safety News, December, 1958 








7 


- 


ag 


wi 


4 , “<< 
~ al pa Ye ii | 1} 





ADVERTISING Counci 
e! to the Bar 


Madison Aver 


Federatio1 


resident Rep- 
1et crowd on 
Bi Se Ay 


of Labor— 


of Industrial Organiza- 


and America! 


Red Cross. 


ON THE platform with the President are Senator Dirksen and Governor Stratton of 
Illinois; NSC Board Chairman Carey; Ned Dearborn; George T. Fonda, Weirton 
Steel; and the Rev. Dr. John W. Harms, Church Federation of Greater Chicago. 


FLANKED by the ever-present Secret Service men, President Eisenhower and 
Gen. George C. Stewart, executive vice-president of NSC, head for the platform. 


iven by 
president 
yuncil. His 
Avenue and 
described how “Madison 
the symbol of all ad- 
in this country, has held 
toll on “U. S. 


otor vehicle 


The address wa g 
Theodore S. Repplie: 
Advertising C 
d “Madison 


accident 
ymbol of 
the U S 


Early Morning Sessions 
The 


for the always- 
a.m this 
Fred Smith, of Fred 
d Associates, Cincinnati. 
th showed a _ packed 
ualities that 
iborer to vice 
corporation. 
relations 

es into a series of anec- 
ith himself the butt of 
otter as not—Mr. 
had his audiences laughing 
nent -examining 
the next. 


peaker 


8:30 sions 


1 Ballroom the 
from day 
of a lars 


sound hu 


Ke as 


and re 
motives 


eepest 


Visitors from Abroad 
f the overseas delegation 
Toshibumi Gamo, presi- 
the Japan Safety Institute. 
attended the Con- 
ago—in 1929. 
collections 


Gamo 
0 years 
with 30-yea 

ck issues of NATIONAL SAFE- 
News can read an article by 
Gamo in the September 1930 


nother visitor who traveled 
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ACCIDENT pp VENTION | 


FUNDAMENTA\s 
PART I 


more than 10,000 miles to be with 
us was T. G. Paterson, chairman 
of the Australian Road Safety 
Council. Mr. Paterson was pri 
marily interested in traffic safety. 

A man with a most interesting 
mission was Sr. Francisco Tru- 
jillo, executive director of Con 
sejo Colombiano de Seguridad 
Industrial, of Bogota, Colombia. 
Sr. Trujillo’s job was to learn how 
to run a safety congress. He will 
set up an Inter-American Safety 
Congress for about 300 delegates 
in Bogota in 1959. 

On what was known during the 
Congress as the “Mexican Team,” 
were eight people from the 
Ministry of Labor, Mexico City, 
Mexico: Guillermo Archer, Mar 
celino Fuentes, Juan Resendiz, 
Humberto Gallardo, and Mariano 
Caro, industrial researchers; 
Teresa Gamez and Aracely Diaz, 
social workers, and Abel Sosa, 
administrative officer. 

Accompanying the Mexican 


ABOVE: Farm youth delegates toast American Dairy 
Princess Sandra Sue Stout, who served milk to them 


LEFT: “You 


cover this one; I'll go to the 


pane = 


BELOW: Youngsters conducted their own meetings 
Adult sponsors stayed in the background to observe 


Team was Domenico Martina of 
Curacao, Netherlands Antilles, 
Alcides Mendez, chief of the In- 
dustrial Safety Department, Na- 
tional Institute of Insurance, San 
Jose, Costa Rica, and Alcides Re- 
tana, chief of the Safety Depart- 
ment, Ministry of Labor, San Jose, 
Costa Rica. Sr. Mendez and Sr. 
Retana were here under the au- 
spices of the International Coop- 
eration Administration. Their 
Congress duties were part of a 
six-week training program in 
which they studied better plant 
safety programs. 

Two guests from Indonesia 
were Mr. Soewarsono, chief of 
the Sanitation Division, Insti- 
tute of Occupational Safety, Min- 
istry of Labor, Djakarta, and 
Valentijn Kesaulija, chief, Safety 
Department, Regional Office of 
Kalimantan, Ministry of Labor, 
Djakarta. 

Other distinguished foreign 
visitors were Mohammad Reza 


” 


Hossein-Nejad, Iran; Ignacio Aya 
la of Mexico, and Felipe Adriano 


of the Phillipines 


Youth Sessions 
Registration at the Youth ses- 
sions reached almost 300. At the 
first Youth session, six years ago, 
45 youth leaders, representing 
only two organizations, were 
present. Nine organizations were 


represented this year: the Grange, 
4-H, Future Farmers of America, 


Future Homemakers of America, 


Farm Bureau, Junior Achieve 
ment, Key Clubs, Student Coun 
cils, and Boy Scouts of America. 

A number of state and city 
teen-age safety councils were rep- 
resented, too. 

All meetings were _ presided 
over by young people, not by 
their adult sponsors. 

Early in the week, the young 
delegates discussed problems of 
mutual interest, and later in the 
week, separated into special in- 
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terest sessions on traffic, home, 
and farm safety 
All the youth leaders made a 


of the Ford Motor Co. pas 








senger car assembly plant. The 
Junior Achievement group toured 
Argonne National Laboratory, 


where they saw hazardous ma- 
terials handled with the utmost 





Several times during the week 
recognized 
special 


the youngsters were 
through 
incheons and dinners 

Free milk and fruit juice were 
provided by the dairy and citrus 


by industry 


ndustries 


Sectional Meetings 

Food. The new Soft Drink 
Division of the Food Section 
elected its officers during the Con- 
sress: chairman, T. L. Wilson, 
Royal Crown Bottling Co., 
Charleston, S. C.; vice chairman, 
L. J. Radaj, John Graf Co., Mil- 
ukee, Wis.; secretary, Harry 
Korab, American Bottlers of Car- 
Beverages, Washington, 


bonated 






Meat Packing. At Tuesday 
afternoon’s well-attended session, 


top management was represented 
the platform by Oscar G. 
Mayer, Jr., president of Oscar 


Mayer & Co. of Madison, Wis. 

1p 7 ¢ . 
and Paul J. Burch, assistant treas- 
irer, Stark, Wetzel & Co., Inc., 
of Indianapolis. 

Trades and Services. The Trades 
and Services Section elected offi- 
cers for its new Warehouse Divi- 


O1 Chairman is Edward C. 
szak, Montgomery Ward and 
Co., Chicago; vice chairman is 


en D. Walter, American Ware- 
Association, Chicago; 
secretary, Donald R. Markham, 
National Furniture Warehouse- 
men’s Association, Chicago. 

The public liability discussion 

Wednesday afternesn was well 
received. Members are concerned 
about the high settlements now 
being made, and prevention is 
more important than ever. Speak- 
ers stressed the importance of full 
reporting, photographs, and wit- 
nesses in accidents involving the 
publi 

Chemical. Rocket propellant 
loading problems received special 
attention from a group represent- 
ing both solid and liquid fuel com- 
—To page 89 
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EXPOSITION attracted delegates between sessions. Here, five 
exhibits of Council services. All membership displays were new this year 
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KSTONE 


BRAINSTORM session was conducted by Willard A. Pleuthner, VP at BBDO. At 
right is J. Sharp Queener of Du Pont who directed off-job part of program. 
























INDUSTRIAL Conference at work. In the foreground, the Contests and Awards 
Committee is busy modifying the Award Plan to cut out some minor inequities. 
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INSPECTING wire rope 
needs more than an in- 
spection manual; the ex- 
perienced inspector knows 
by experience and “in- 
stinct” when rope should 
be replaced. He is also on 
the lookout for worn 
sheaves, drums and other 
equipment. 


ABRASION Wrecks Wire Rope 


Here's how to prolong its life 


NYTHING that moves is sub- 

ject to wear. But much 
equipment wears out before its 
time, because of neglect, abuse 
and bad operating practices. 

A common example is wire 
rope. It is built with the realiza- 
tion that life and property may 
depend on its strength, and fail- 
ures in operation are few. Inspec- 
tion and replacement programs 
usually detect unsafe rope before 
it becomes an actual menace; but 
many a cable and sling is not 
giving the service it was built for, 
because good operating practices 
are ignored. 

Overloading and jerking, unfor- 
tunately, are much too common. 
And often the ability of wire rope 
to take this punishment is reduced 
by abrasion. Of course, a certain 
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amount of wear is inevitable when 
the rope is wound over sheaves 
and drums, but much abrasion is 
avoidable. Keeping the sheaves 
and drums in good condition and 
preventing the rope from drag- 
ging over obstacles will lengthen 
its useful life. 

Abrasion shows up first as small 
flat spots on the crowns of the 
outside wires. If the rate of wear 
seems excessive, check equipment 
and operating methods. Applying 
one or more of the suggestions 
that follow may slow wear down. 

Grade of steel. The harder the 
steel, the greater its resistance to 
abrasion. However, before chang- 
ing to a harder grade, be sure you 
are not sacrificing flexibility and 
other qualities that may be need- 
ed by the job. 


Construction. Using rope with 
outside wires that are smaller 
than necessary will result in too 
rapid abrasion. Larger wires 
mean a stiffer rope but greater 
resistance to abrasion. A com- 
promise may be necessary. 


Sheaves and drums. Sheaves, 
winch drums, guide rollers, etc. 
should be inspected carefully. 
When roughened and corrugated 
by the passage of wire rope over 
them, they have a highly abrasive 
effect on the rope. 


Sheave alignment. The lead 
from one sheave to another, or 
from sheave to drum, should be 
as nearly a straight line as pos- 
sible. If there is too much devia- 
tion, the rope may rub heavily on 
the flanges, causing excessive 
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wear on rope and sheaves. Lining 
up the sheaves to correct this 
condition should be done wher- 
ever possible. 


Groove diameters. If the groove 
narrow, the rope will cut 
a wider channel and suffer con- 
siderable wear in the process. If 
too wide, the groove will not give 
proper support to the rope, per- 
mitting it to work from side to 
side 

For adequate support, contact 
between rope and groove should 


is too 


ake in about 150 degrees of the 
If a large 
fleet angle is unavoidable, this 
may have to be reduced to 130 


degrees 


ope’s circumference 


Fleet angle. Where rope leads 
over a sheave and onto a drum, 
the rope will not remain in align- 
ment with the sheave groove but 

















A=DIAMETER OF 
SHEAVE 


SHEAVES and drums should be ex- 
amined for proper size, free running 
and proper groove diameters. Ample 
diameters give increased rope life and 
safer, more economical service. 
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Equipment 


SHEAVE AND DRUM SIZES FOR 
WIRE ROPE APPLICATIONS 
(Macwhyte Company) 


Sheave and drum size 





Logging equipment 
Portable excavating equipment 
Oil field equipment 


Passenger and freight elevators 
Mine hoists, incline slope 
Mine hoists, vertical shaft 





Overhead electric traveling cranes 


64 to 110 








will deviate to either side, de- 
pending on the width of the drum 
and its distance from the first 
fixed sheave. 

The angle between the center 
line through the sheave and the 
center line of the rope leading to 
the drum is called the fleet angle. 
To prevent excessive wear to the 
sheave and prevent excessive 
chafing of the oncoming rope 
against previous wraps on the 
drum, the fleet angle should be 
kept as small as possible, prefer- 
ably not greater than 1% degrees. 
This angle is equivalent to a dis- 
tance of 38 ft. of lead for each 
foot of drum width on either side 
of the sheave. 


Kinks and bends. These are 
common causes of deterioration. 
When wire rope is badly kinked 
or bent, the strands are more or 
less enlarged in the damaged 
area. This portion will wear much 
more rapidly than the rest. Once 
the damage has been done, it can- 
not be corrected. It can be avoid- 
ed by handling rope according to 
standard procedure approved by 
all manufacturers of wire rope. 


Scraping. When rope under 
tension is dragged over sharp- 
edged or rough surfaces, deteri- 
oration of the rope is often severe. 
Often this can be avoided by in- 
stalling protective rollers and 
guide sheaves. 


Switching worn ends. In many 
installations one end of a rope 
takes more punishment than the 
other end. In such cases, its serv- 
ice life can be lengthened if the 
rope is reversed after having been 
in use for half its expected serv- 
ice life. 

Where wear at one end is much 


heavier, it may be advisable to 
provide for cutting off worn ends 
when they are no longer service- 
able. Additional rope is needed to 
provide for these periodical short- 
enings, when renewal is neces- 
sary. 


Lang lay rope is somewhat 
more flexible than regular lay 
and has greater resistance to 
abrasion, because the wear is dis- 
tributed over a wider area. This 

—To page 102 
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q OF SHEAVE 


KEEPING the fleet angle as small as 

possible minimizes wear on rope and 

sheave. A fleet angle of not more than 

1% degrees is recommended. That is 

equivalent to 38 ft. of lead for each 

foot of drum width either side of cen- 
ter line of sheave. 








HOSPITAL operating rooms, labora- 
tories and other locations where explo- 
sive liquids or gaseous materials are 
used are danger areas where conductive 
flooring is needed. Sparks can be elim- 
inated when persons and equipment 
are adequately grounded to the floor- 
ing so that charges of static electricity 
will not build up. Correct maintenancs 
procedures keep floors conductive 


Keeping Floors Spark-Free 


By J. L. BRENN 


Conductive floors are needed for many hazardous locations. Keeping 
them static-free requires the use of conductive cleaners and waxes 


( NE of the chief causes of ex- 
plosions in many plants is 
static electric sparks. These orig- 
inate from many sources, such as 
movement of machinery or nor- 
mal motion of persons wearing 
certain types of clothing. 
Hospitals also are experiencing 
this problem. A recent report by 
the United States government 
stated: “There is probably no 
combination of personnel and 
equipment anywhere more liable 
to produce casual, dangerous 
charges of static electricity than 
that found at present in the anes 
thetizing areas of most hospitals.” 
How to Prevent Sparks. Cer- 
tain precautions, reducing the 
amount of generated static elec- 
tricity, include the use of un- 
ironed cotton clothes, conductive 
soled shoes, and non-sparking 
metals. Electric sparks can be 
prevented by electrically tying 
static charge producers together 
to prevent the generation of dif- 
ferent electrical potentials. 


J. L. Brenn is president of Hunting- 
ton Laboratories, Inc., of Huntington. 
Ind. 
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Many plants run grounding 
strips from metal fixtures and 
equipment to a common ground 
that equalizes electrostatic poten 
tial throughout the work area. 
The common ground is a conduc- 
tive floor—one that will allow 
static electric charges to safely 
pass from a person or equipment 
through the floor. 

This floor must quickly and 
easily dissipate static electricity, 
have the usual properties of floor 
coverings, and yet must also be 
durable, waterproof and have per- 
manent adhesion. Above all, the 
floor must be permanently con- 
ductive. 

Since most conductive floors 
are effective on installation, it is 
logical to assume that an impor- 
tant cause of conductive flooring 
failure is improper maintenance 
of the floor. 


Cleaning and Waxing. Ordinary 
soaps and waxes won’t work in 
maintaining conductive floors be- 
cause of fats which soon insulate 
floors and destroy conductivity. 

The National Fire Protection 


Association says it is safe to wax 
conductive floors but the NFPA 
qualifies its answer: “To be effec- 
tive, conductive floors must not 
be insulated by a film of oil or 
wax. Any polishes or 
dressings used for floor mainte- 


waxes, 


nance of conductive floors should 
be of an electroconductive type.” 

How Tests Are Made. Under- 
writers’ Laboratories, Inc., went 
a step further when asked to ex- 
amine a wax that claimed to be 
conductive and cleaner deemed 
safe. Exhaustive tests were per- 
formed with these products. 

Specimens of conductive floor- 
ing coated with the conductive 
coated twice each 
working day with tincture of 
iodine, or five per cent Lysol, or 
five per cent phenol, or two per 
cent Mercurochrome solution. 
After 24 applications of each an- 
tiseptic were made, results showed 
only minor change occurred in 
electrical resistance. Frequent 
scrubbing with the cleaner did 
not materially affect the conduc- 
tivity. 


wax were 
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REGULAR TESTS of electrically con- 
luctive flooring should be made and 
records kept The 


nere simple and 


NFPA test shown 
idequate. Two cy- 

electrodes are placed 3. ft. 
upart. Meter button is pressed. If meter 
eedle registers between 25,000 and 
1,000,000 ohms, the floor is safe. Meas- 
rement should be made at five or 

yre locations in each room. 


floorings were coated with 
ynnductive wax and stored 
ir weeks in an airtight con- 
containing calcium chlo- 
At the end of the four-week 
period in this bone-dry atmos- 
phere, all flooring samples _ re- 
mained within proper limits for 
safety 
Finally, Underwriters’ Labora- 
tories performed a series of tests, 
ng six weeks, on several con- 
ductive flooring materials and the 
conductive wax. Two coats of the 
wax were applied. Floors were 
every day with clear 
Each week the wax coat- 
ings were removed with the 


cleaner and the flooring rewaxed 


mopped 


water 


to provide an accelerated test. 
Results showed all flooring sam- 
ples t » electrically safe at the 

lusion of the test 
Many industrial plants are now 
relying on statements of the NFPA 
and tests by Underwriters’ Labo- 
ss regarding safe wax. In 


con 


fact, some firms are using uncol- 
ored conductive wax in the plant 
on all floors adjoining conductive 
flooring material to avoid tracking 
non-conductive wax on conduc- 
tive flooring 

Some authorities state a con- 
ductive floor need not be waxed. 
But most floors which are not 
waxed are not acceptable to the 
user. They are harder to main- 
tain and keep sanitary. Wax pro- 
tects the flooring, provides a sur- 
face that is smooth and from 
which soil may be relatively eas- 
ily removed, and maintains a 


much more attractive appearance. 
There is a strong desire to wax 
all floors, including conductive 
floors. 

Experts conclude that these 
floors can be maintained in much 
the same manner as any other 
floor. The only modification of 
the rule is the wax and cleaner 
must have safe electric proper- 
ties. And the safest way to stay 
within limits established by NFPA 
seems to be the use of a conduc- 
tive wax or cleaner bearing the 
seal of Underwriters’ Laboratories 
Re-examination Service. 


WAX preserves the flooring material, protecting it from 

excessive dryness and resultant fissures or checking, and 

makes cleaning easier. Only electrically conductive wax 

should be used. Regular tests should be made to insure 
conductivity of the floor 


CONDUCTIVE FLOORS, particularly in hospital operating 

suites, must be kept thoroughly clean with approved deter- 

sents. When soap is used, hard water curds and soap residue 

insulating film. Manufacturer’s directions 
hould be followed. 


build up an 
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MAUREEN MAYE of the NSC Farm Division was the first of five 
guests on George Menard’s television series The Farm Daily. She 


summarized farm safety activities to 


be 


\ 


of , 
Ale 


Mer cow, places and doing things with inp £90, ic wh aang 


ALEX DREIER, internationally-known commentator 
and news analyst, saluted the National Safety Council 


and the 46th 


seen during the week. 


National 


Safety Congress on Monitor 


They used radio, TV, and print to 


take safety to your living room 


TELLING THE PEOPLE 


OMMUNICATION media spe- 
cialists mobilized all available 
sight and sound techniques to car 
ry the story of the 46th National 
Safety Congress to an audience 
of millions in this and neighbor- 
ing countries. 
About six months prior to the 
October 20-24 span of Congress 


activities in Chicago, the NSC 
Public Information Department 
initiated an intensive program 
aimed at acquiring local, regional, 
and national coverage of the Con- 
gress via newspaper and maga 
zine, radio, and TV outlets. 

This schedule of effort reached 
its peak with well-publicized ap- 


“SHOULD judges have the authority to suspend drivers’ licenses?” That was the 
question discussed by (1. to r.) Judge Thomas Bergin, Municipal Court, Minne- 
apolis, Minn.; James H. McBurney, Dean of the School of Speech, Northwestern 
University; Judge Roy De Grief, Municipal Court, Seattle, Wash.; and Ross D. 
Netherton, Associate Director, Highway & Legislative Dept., AAA, Washington, 
D. C. on the Northwestern Reviewing Stand on the Mutual] Broadcasting System. 


pearances by President Dwight 
D. Eisenhower; Ned H. Dearborn, 
retiring president of the Council; 
George C. Stewart, executive vice 
president of the Council; and T. S. 
Repplier, president of the Adver- 
tising Council, New York City. 
A continuous flow of news re- 
leases moved from the Council’s 
headquarters preceding and dur 
ing the Congress, including ad- 
vance information regarding more 
than 100 speakers at industrial 
sessions. This data went to wire 
services, house organs, consumer 
magazines, and trade journals, as 
well as radio and TV stations. 


Trade Press Coverage 


At the Conrad Hilton Hotel, 41 
trade journal correspondents reg 
istered to cover activities. The 
Canadian Broadcasting System 
sent representatives to interview 
Congress delegates and NSC staff 
members for programs to be pre 
sented later through Canadian 
channels. 

The country’s press associa- 
tions each moved thousands of 

—To page 54 
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SAFETY SHOW CASE 


Browsing through the Exposition 


WHERE WERE several thousand 
I reasons for industry’s prog- 
ress in accident prevention on 
display in the 186 exhibits at 
the 1958 Safety Exposition. There 
would have been more, if space 
had been available 

Products included those whose 
safeguarding function is obvious 
and direct, such as personal pro- 
tective items and machine guards, 
to those products whose connec- 
tion with safety is indirect but 
less important. In the 
category are equipment 
and supplies for keeping the 
workplace clean and sanitary. 

Exhibits filled the North and 
South Exhibit Halls on the lower 
lobby level, and occupied addi- 
tional space on the second and 
third floors adjacent to meeting 


none the 


latter 


rooms 

Centrally located in the lower 
lobby was the National Safety 
Council’s exhibit of services and 
publications, plus displays illus- 
trating the programs of the vari- 


National Safety News, December, 1958 


ous divisions of the Council. 
Members of the library and mem- 
bership service staffs were on 
hand to give information. 

Nearby were non-commercial 
exhibits showing the work of the 
American Red Cross, Boy Scouts 
of America, Inter-American Safe- 
ty Council, National Society for 
the Prevention of Blindness, 
United States Atomic Energy 
Commission, and Junior Achieve- 
ment of Chicago. 


Products exhibited. As usual, 
personal protective equipment 
predominated in the displays. At 
68 exhibits were items designed 
to protect the various parts of 
the body from hazards — eyes, 
face, head, respiratory organs, 
feet, hands, arms and legs. They 
ranged from light-duty work 
gloves and garments to self-con- 
tained suits that would protect 
the worker against intense heat 
and toxic atmospheres. 


Plant protection ranked next 


with 32 displays—an increase of 
9 over last year. These featured 
portable extinguishing equipment, 
automatic sprinklers and other 
fixed systems, warning devices 
and safety solvents. 

Guards for many types of ma- 
chines and machine and hand 
tools designed for greater safety 
were shown at 16 booths. 

Equipment and supplies for 
plant sanitation and maintenance 
and personal hygiene were dis- 
played in 16 exhibits. Among 
these were products for floor 
treatment to maintain cleanliness 
and reduce slipping hazards. 

First-aid and medical supplies 
were featured by 20 exhibitors. 
Among the products were resus- 
citation devices, including devices 
for application of mouth-to-mouth 
resuscitation. 

Communication and safety 
services were featured in 15 ex- 
hibits. In this classification were 
publications, training aids, awards 
and incentives. 

In 13 displays were various 
types of equipment for safer and 
more efficient handling of mate- 
rial and facilitating in-plant traf- 
fic. 

Prevention of falls was the 
theme of 12 exhibits showing lad- 
ders, scaffolding, work platforms 
and flooring materials for expo- 
sures involving walkways and ac- 
cess to various levels. 

Hearing conservation was fea- 
tured in three exhibits showing 
the use of audiometers and testing 
booths. 

—To page 77 
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DEVELOPMENTS in resuscitation were 
featured in several exhibits. This de- 
vice facilitates application of the mouth- 
to-mouth method. 





Focus on skills, not handicaps, 


save medical talk for medical 


people, use imagination in 


placement, and hire for business 


reasons instead of humanitarian 


considerations, says this 


industrial physician 


NE OF THE predicaments we 
encounter in our efforts in 
behalf of handicapped individuals 
is the habit of tagging such indi- 
viduals with some sort of medical 
or quasi-medical diagnosis 
The tag may be cardiac, epilep- 
tic, amputee, blind, deaf, diabetic, 
or various combinations of these 
and other terms. Then, in the face 
of prejudices which such tags call 
forth in the minds of laymen, and 
sometimes even of physicians, we 
ask employers to hire on the basis 
of abilities and not disabilities 
The best method of avoiding this 
predicament is for physicians to 
keep their medical diagnostic tags 
for their own uses. They should 
report the results of their evalua- 
tions in terms of precisely what 
efforts the individual can safely 
perform and what environmental 
exposures he can withstand. 
Someone once said that success 
in industry requires the proper 
blending of men, materials, and 
machines into a profitable produc- 
tive relationship with a minimum 
of waste, wear, and weariness 
In a competitive free enter- 
prise system, it can also be said 
that success depends upon build 
ing and maintaining an effective 


Dr. Joun N. GALLIVAN is Medical Di- 
rector, United Aircraft Corp., East Hart 
ford, Conn. This article has been 
adapted from a paper presented at the 
Annual Meeting of the President’s Com- 
mittee on Employment of the Physical 
ly Handicapped, Washington, D.C., May 
9, 1958. 
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REALISTIC 
MEDICAL 
EVALUATIONS 


By JOHN N. GALLIVAN, M.D. 


work force through making the 
fullest use of available skills. This 
in turn depends upon an effective 
placement program which aims to 
have every worker placed on the 
job that allows him the best use 
of his skills and agrees with him 
psychologically and physiological- 


New Viewpoint 


Selective placement calls for 
cooperative effort, combining the 
dissimilar skills and disciplines of 
the social, biological, and physical 
sciences. The examining physician 
is part of this placement team 
and the closer he blends his ef- 
forts with the team, the more he 
and that entire team will come to 
acquire a new point of view which 
is not basic to the original train- 
ing in the respective fields. 

The physiological evaluation of 
an individual comes within the 
province of the physician and his 
medical co-workers and cannot 
be successfully handled by per- 
sons without medical qualifica- 
tions. Many purposes can be 
served by the medical examina- 
tion and the discussion of the 
findings by the physician with the 
examinee; however, from the 
placement standpoint, the medical 
evaluation should be on the basis 
of functional capacities and the 
findings should be expressed in a 
clear, concise description of just 
what efforts the examinee can 
safely perform and what environ- 
mental exposures he can with- 
stand. 


There are all sorts of functional 
capacity report forms which can 
be used. Basically they call for 
answers to questions such as: 

How many hours per workday 
can the examinee bear the body 
weight primarily on the feet in 
a stationary position? 

How many hours walking on 
level surfaces? 

How many hours going up or 
down stairs or inclines using the 
hands and arms only for balance? 

How much 
pushing, pulling, and for how 
long? 

Can he operate hand power 
tools? Ride a tricycle? Climb a lad- 
der? 


lifting, carrying, 


Will he be exposed to various 
types of oils, solvents, 
alkalis, synthetic resins? 

How much noise can he be ex- 
posed to and for how long at what 
intervals? 


acids, 


Avoid Tags 


These are only a few of the 
questions the physician must an- 
swer. Nevertheless, they point up 
the fact that the physician in re- 
porting for placement purposes 
should avoid medical diagnostic 
tags and should use numbers or 
precise terms wherever possible 
to describe capacities in lengths 
of time, weight ranges, distances, 
volumes, concentrations, etc. This 
is what we mean by the term 
“functional capacity language.” 

The physician learns “functional 
capacity language” as he blends 
his efforts with safety engineers, 


National Safety News, December, 1958 





industrial hygienists, employment 
interviewers, foremen, and other 
members of the placement team. 
Safety industrial 
hygienists use exactly the same 
language in evaluating the physi- 
cal demands and hazards of jobs. 

As part of the team, the physi- 
cian learns more than a new lan- 
guage. He learns that employment 
nterviewers and personnel invest- 
in a top-flight placement 
tentative 
occupational group on the 


engineers and 


igators 


program will select a 
job o1 
basis of the applicant’s skills, ap- 
titudes, intelligence, interests, ex- 
temperament, honesty, 
integrity, and similar traits, but 
they will not concern themselves 
with the evaluation of the appli- 
cant’s physical or physiological 
capacities except in two types of 


perience, 


cases 

1. In the alcoholism, 
narcotics addiction, sexual perver- 
sion, or similar medical conditions, 
the security requirements of con- 


case ol 


may require the personnel 
to reject ap- 


tracts 
investigation section 
plicants, or 

2. In cases where physiological 
impairments may have affected 
the applicant’s temperament, apti- 
interests, or previous ex- 
perience, the employment inter- 
may reject the applicant 
without being aware that the 
physiological impairments have 
been a material cause for the poor 
impression and record 


tudes, 


vlewel 


Additional Steps 


The physician learns further 
that a successful placement pro- 
gram is geared to the presump- 
tion that, when an applicant ap- 
pears for medical evaluation after 
the employment office has selected 
a tentative job or occupational 
group or department—except in 
the case of the applicants who are 
vetoed by the personnel investiga- 
employer is prepared 
to use all reasonable means pos- 
sible to make productive use of 
that man and his skills. There- 
fore, when the man’s functional 
capacity is found by the physician 
to be inadequate to meet the phys- 
ical demands and environmental 
exposures of the tentatively se- 
lected job, additional steps are 
taken 


One step is to determine wheth- 


rrs—the 
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DOUBLE STANDARD 





weight. 


down crossing the street. 


physical exam in years. 


an x-ray. 


John teaches Sunday school 


The way folks act these days you should flip a coin a’ready. 
Bessie preaches the evils of drinking—and is 40 pounds over- 


Jake caves about high auto insurance rates—and conspires with 
the repairman to fix a fender not covered by his policy. 

Al is a Boy Scout leader—and fudges on his income tax. 

Jim reports anyone who mistreats an animal—and gives those 
he supervises the hose treatment. 

Sam went on strike to keep Art from being fired 


then ran him 


and pads his expense account. 
George is a deacon—and speeds whenever a cop isn’t on his tail. 
Ralph is maintenance supervisor in his plant—and hasn't had a 


Gabe is the best carpenter in town—and his house is falling apart. 
Sue complains about her health insurance premiums—and checks 
into the hospital for a couple days to keep from having to pay for 


Farquardt is vice-president of a bank—and cheats at golf. 

Amy is a grade school teacher—and crosses streets on the red 
and in the middle of the block. 

Mary spends hours sterilizing baby food—then leaves aspirins 
and pins lying around for him to snack on. 

Percy complains his retirement benefits are too low—and takes 
no pains to keep from getting knocked off on the job. 

Bill is violently against gambling for money—yet puts his life up 
for grabs every time he drives his car. 

You can’t hardly get the kind of folks you can rely on no more! 


Rosert D. GIpEL 








er the man’s capacities can be 
raised through medical correction 
or rehabilitation, additional train- 
ing, personal constructive or pro- 
tective equipment, or through 
other means. (An example of 
personal constructive equipment 
is a hearing aid; an example of 
personal protective equipment is 
a noise-blocker or ear protector.) 

Another step is to determine 
whether the physical demands or 
hazards of the job can be reduced 
through operational or engineer- 
ing changes, or whether assign- 
ment can be made to a group 
where teamwork can permit inter- 
change of effort to compensate for 
individual deficiencies. Time spent 
standing, for example, is among 
the most frequent of the obsta- 
cles which block people from jobs; 
and yet analysis often reveals that 
much standing is simply custom 
and not a job essential. 

The reduction of lifting, carry- 
ing, pushing, or pulling not only 
can be accomplished readily in 
many cases but also provides 
extra dividends for management 


when the change suggested in 
behalf of an impaired job candi- 
date is found—as it so frequently 
is—to have application to other 
jobs with resultant improvement 
in economy and efficiency. 

Third, there is the step of leok- 
ing for other job openings which 
the applicant can fill. 

All of these additional steps are 
greatly facilitated if the physician 
in developing his medical evalua- 
tion keeps them in mind, and in 
reporting his findings includes 
sufficient information to permit 
these steps to be brought smoothly 
into play. In cases where the ap- 
plicant’s functional capacity is not 
fully adequate to meet job re- 
quirements, the physician’s eval- 
uation is not complete until he has 
taken part in these additional 
steps of the employment team. 

I believe that a comprehensive 
selective placement program for 
all job applicants and employees 
is an essential ingredient of suc- 
cessful industry. This program 
calls for a cooperative effort of 

—To page 60 
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THAT WORKED 


Everybody Wins! 


Winners and losers go home 
with prizes after playing an imi 
tation of the old game, Tic-Tac- 
Toe, renamed “Do You Know?” 
by Commonwealth Edison Com. 
pany, Chicago. Aimed at safety 
promotion, this contest has been 
played successfully more than 100 
times, according to C. E. Claus 
sen, a company official. 

Small groups of employees are 
divided, so half are on the X team 
and half are on the O squad. In 
larger groups six volunteers play 
the game, three on each side, and 
teammates are permitted to col 
laborate on answers. 

Materials include a 4 by 4 ft. 
pegboard painted yellow. The 
grid is black vinyl tape. Standard 
pegboard hooks are used. Cards 
bearing categories X and O are 
6-in. square colored cardboard 
with a grommet at the top. 

Research is required to obtain 
questions for each safety cate- 
gory. Some queries should be 
easy, and some should be difficult. 
Questions are typed on 3 by 5-in. 
cards, with from five to eight 
cards for each category. All que- 
ries for one category are placed 
in an identified white envelope. 

Questions with correct answers 
are typed on a sheet of heavy 
paper and kept by an appointed 
judge—usually some neutral in- 
dividual outside of the depart- 
ment in competition. 

A timing device with a bell 
clocks each participant. Usually 
a player is allowed 1% to 2 min 
utes to answer. Mr. Claussen 
points out that adding the timer 
has provided a “Beat the Clock” 
feature to the game. 

Prizes include key rings with 
tags, candy bars, cigars, and simi- 
lar awards. 
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Devices and Ideas to Help 
Your Safety Program 


By Arthur S. Kelly, Industrial Department, NSC 








89 NEW PRIZES FOR IDEAS! 

Winners of NSC monthly and semi-annual “best ideas” contests now 
can select one of 89 new prizes, including a personalized copy of the 
Accident Prevention Manual, from a list of individualized home, recrea- 
tion, and sport items. Value of the awards remains the same as in 
previous competitions. For the best idea printed monthly, we will 
present $15 worth of merchandise. Prizes totalling $25 will go every 
six months to the best of the monthly winners. 

Monthly awards now available include clothing accessories, tool 
attachments, and carving sets, plus electric wall clocks, picnic utensils, 
pup tents and fishing reels. Six-month prizes range from electric 
shavers and skillets, attaché cases, and automatic coffee makers to 
golf bags, plastic wading pools, and battery chargers. 

Send a brief description with a photo or drawing to “Ideas That 
Worked,” National Safety Council, 425 N. Michigan Ave., Chicago 11. 
Any program or safety promotion idea, gadget, or homegrown inven- 
tion that prevents accidents in your plant is eligible. 
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No “Moe” Accidents 

A safety booklet with a home- 
grown touch serves two purposes. 
It furnishes a medium for report- 
ing accidents and unsafe practices 
occurring on a firm’s premises, 
and it permits the development of 
tailor-made references to fit local 
safety needs. 

Such a booklet is I’m an Angel 
Now, published by the American 
Can Company. E. H. Fink, a com- 
pany official, says this item is “not 
too expensive” to produce. 

“Moe,” the central character, 
arrives unexpectedly before St. 
Peter in heaven. A search through 
St. Peter’s ledger reviews acci- 
dents reported (actual incidents 
at Mr. Fink’s plant) but fails to 
mention “Moe.” He returns to 
earth and decides to investigate 
the solvent explosion involving 
him in this fantasy. 

The remainder of the booklet 
discusses accident prevention tech- 
niques concerning safe storage 
and use of solvents. 


For Flagging Interest 

The Chicago Regional Office of 
the Post Office Department has FIRST PLACE 
utilized the Council’s flag for 
meritorious service as the award sare may diy fe 
in an effective monthly safety con 
test. All installations in the Chi 
cago region (Illinois and Mich 
igan) with more than 100 
employees compete against one 
another 

The winner each month gets 
possession of the flag for the fol- 
lowing month. The winner is 
determined by the best record 
submitted each month on the 
Council’s ISC-3 contest report 
form. Harvey W. Johnson, re- 
gional safety director, who sent 
in this idea, reports effective in- 
terest among the employees and MEMBER 
considerable rivalry among the NATIONAL SAFETY COUNCIL 
managers of the various installa- 
tions. The Detroit Post Office De- 
partment won this contest three 
months in succession. In the photo- 
graph, Edward R. Baker, post- 
master, is commending his safety LAST MONTH’S WINNER 


supervisors for earning the award eee : 
Th innin i i . 
lor Gece ctustaht. mantien ee e winning idea in the November issue was the item ‘Safety 


mele eed he left is Th Shoe Display.” This idea featured a shoe on a spring-loaded shelf. 
gentlemen ch ie BN B. saee When the shoe is lifted off the shelf for closer inspection, the shelf 








Bussey, assistant superintendent tips up to disclose a pungent query or statement. A. F. Marcello, 
for safety. Ray Zerbst, superin- safety supervisor of Minnesota Mining and Manufacturing Co., St. 
tendent of safety, stands in the Paul, Minn., submitted the idea. 

center 
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WIRE FROM WASHINGTON 





~ 


By Harry N. Rosenfield 


Washington Counsel, National Safety Council 


WHAT'S BEEN GOING ON IN WASHINGTON? 


A summary of the year’s activities in safety 


IN A YEAR laden with 
whelming problems of war and 
peace, tense rivalry among na- 
tions for mastery of outer space, 
economic recession at home, con- 
stitutional crises over school de- 
segregation, and many other 
grave domestic and international 
problems, Washington has found 
it necessary or desirable to take 
vigorous far-reaching action in 
safety. 

The President, the Congress, 
the Supreme Court, and a large 
number of executive departments 
and agencies dealt with safety in 
a wide range of fields. Among 
areas in which Congress has 
shown interesi, transportation 
on land, sea, and in the air—has 


led the list. 


Highway Safety. The Roberts 
Subcommittee on Traffic Safety of 
the House of Representatives put 
through its first legislation. PL85- 
684 (HJ Res 221) grants consent 
by Congress to states to negotiate 
and enter into interstate compacts 
for the promotion and carrying 
out of highway traffic safety. 

This law is intended to activate 
states into voluntary cooperative 
effort in establishing and carrying 
out traffic safety programs. The 
Act specifies these objectives: uni- 
form traffic laws, driver educa- 
tion and training, coordination of 
traffic law enforcement, research 
into safe automobile and highway 
design, and research on the hu- 
man factors affecting traffic safety. 

The Congress also enacted 


PL85-381 (HR 9821), which deals 


over 


Tuts ARTICLE has been adapted from 
a report presented at the Conference 
of Local Safety Managers in Chicago, 
October 17, 1958. 


36 


with the highly controversial sub- 
ject of billboards along the Inter- 
state Highway System. The law 
grants a federal bonus of % of 1 
per cent to states which regulate 
billboards on rights-of-way ac- 
quired for the interstate highway 
systems. 

Standards which must be met 
by states to receive such a federal 
bonus have already been issued in 
draft form by the Secretary of 
Commerce; these standards will 
require states to regulate highway 
billboards in terms of location, 
size, and number. 

There has been substantial dis 
cussion of a proposed Joint Sen- 
ate-House Committee on Traffic 
Safety to expand the work of the 
Roberts Subcommittee. 

In addition to highway safety 
legislation already enacted, se- 
lected proposals by responsible 
legislators merit special mention 
because of their far-reaching 
character: 


1. Congressman Roberts _intro- 
duced HR 10,832, which would re- 
quire as initial equipment on moto: 
vehicles such safety devices as may 
be specified by, and conform with, 
standards promulgated by the Sec- 
retary of Commerce. And _ since 
Congress adjourned, Mr. Roberts 
stated he intended to reintroduce 
this bill next year. 

His comment before a_ Traffic 
Safety Conference is provocative: 
“I, frankly, am tired of hearing that 
our drivers are delinquent, alcoholics 
and incompetents. .. . I was not long 
in becoming convinced . . . that De- 
troit is not turning out the safest 
possible product.” 


2. Congressman Schenck, a mem- 
ber of the Roberts Subcommittee, 
introduced HR 9368, which would 
ban from our highways motor ve- 


ticles failing to comply with U. S 
Public Health Service standards as 
to the permissible amount of un- 
burned hydrocarbon in automobile 
exhaust. Testimony on this bill dis- 
cussed the direct and causal relation 


between automobile exhaust and 


cancel 


3. Senator Monroney, chairman of 
several important subcommittees of 
the Senate Committee on Interstate 
and Foreign Commerce, proposed 
the creation of a Federal Commis- 
sion on Traffic Safety, whose func- 
tion would be to establish, among 
other things, a nationwide uniform 
system of accident reporting, and to 
consider a requirement for inter- 
state drivers licenses, uniform traf- 
fic codes, and proposals for new 
safety design features for automo- 
biles. 


1. Senator Gore, chairman of the 
Senate Public Roads Subcommittee 
which was in large measure re- 
sponsible for the new highway con- 
called for con- 
sideration by Congress of a national 


struction program, 


standard of safe speed on interstate 
highways, and regulation of horse- 


power as a safety measure 


5. Federal support for research 
in traffic safety has received con- 
siderable attention from Congress, 
including separate hearings by the 
Roberts Subcommittee. However, I 
do not want to leave you with the 
impression that I believe there has 
general ground 
widespread public support for addi- 
tional federal financing of such re- 


been a swell of 


search 


In this latter connection, some 
far-reaching traffic safety research 
projects are already under way in 
various federal agencies. The new 
Federal Highway Construction 
Act requires the Secretary of 
Commerce to report to the Con- 
gress by March 1959 on what ac- 
tion can be taken by the federal 
government to increase highway 
safety in the United States. In 
with this obligation, 

—To page 42 


connection 
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A NATIONAL SAFETY COUNCIL 


TECHNICAL SERVICE 


DATA SHEET D-472 


GASEOUS OXYGEN 


Published by National Safety Council 
425 North Michigan Avenue, Chicago 11 


1. The element oxygen (O.) at 
atmospheric temperature and pres 
1 colorless, odorless, taste- 


less gas. About one-fifth of the 
atmosphere (20.99 per cent by 
volume) is oxygen 
Properties 

2. The outstanding properties 


of oxygen are its ability to sustain 
animal life and its ability to sup- 
port combustion. Oxygen itself is 


nonflammable. 


3. Oxygen is unique in being 
(having the prop 


paramagnetic 


erty of concentrating magnetic 
force lines). This property is uti 
lized in oxygen analyzers. 


4. Gaseous oxygen is about 1.1 
times as heavy as air and quickly 
diffuses in the air when released 
from a container. Oxygen may be 
lowered in temperature until it be- 
comes a blue liquid which boils at 

297.4 F at atmospheric pressure. 

Above its critical temperature of 
180.4 F, oxygen can exist only 
as a gas. Among other properties 
of oxygen are those listed in the 
accompanying table 


Uses 

5. High-purity oxygen is used 
extensively for purposes of ther- 
apy, for resuscitation in cases of 





This Data Sheet is one of a series 
published by the National Safety 
Council, reflecting experience from 
many sources. Not every acceptable 
procedure is necessarily included. Data 
Sheets should not be confused with 
American Standard Safety Codes, 
federal laws, insurance requirements, 
state laws, rules and regulations, or 


municipal ordinances. 











asphyxia, and in conjunction with 
other gases in anesthesia. 


6. Oxygen is also used to sus- 
tain life in high-altitude flying, in 
deep sea diving (mixed with he- 
lium), and in similar applications 
where there is an oxygen defi- 
ciency. Industrial oxygen must 
not be used in such applications. 
Oxygen should never be inhaled 
at a pressure much above atmos- 
pheric pressure. 

7. Industrial applications of gas- 
eous oxygen are numerous, such 
as its uses to intensify torch heat 
in metal cutting operations and to 
increase flame or arc heat in oxy- 
acetylene and oxy-are welding 
processes. 


Hazards 


8. Hazards associated with the 
handling and use of oxygen stem 


SELECTED PROPERTIES OF OXYGEN 


Molecular weight 


Density at 32 F (0 C) and 1 atm. ....... : — 
Specific gravity (in reference to air) at 32 F (0 C) and 1 atm. 
Specific volume at 70 F (21.1 C) and 1 atm. 

Boiling point at 1 atm stp laia a 


Critical temperature 
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0.089 Ib/cu. ft. 
1.1053 

12.08 cu. ft./Ib. 
297.4 F (-183 C) 
180.4 F (-118 C) 


from its ability to support com- 
bustion. Most materials that burn 
in air will burn much more vig- 
orously in oxygen. Some com- 
bustible substances, such as oil, 
sawdust, and carbon dust, will 
burn with explosive violence in 
oxygen. 


9. High oxygen concentrations 
also increase the speed with which 
materials burst into flame. A 
spark on clothing in normal at- 
mosphere may ignite the clothing. 
A spark on clothing in an oxygen 
atmosphere will result in a flash 
fire over the entire surface of the 
clothing. For this reason, it is 
essential that sources of ignition 
be avoided where therapeutic 
oxygen is used in contact with 
combustible materials. 


10. Pure oxygen is toxic only 
upon prolonged exposure, under 
abnormal pressure, and in certain 
severe lung conditions. 


Containers 

11. Oxygen is usually shipped 
at approximately 2,200 psi internal 
pressure in seamless steel cylin 
ders constructed to Interstate 
Commerce Commission Specifica 
tion 3A or 3AA. The commonly 
used oxygen cylinders have nomi- 
nal capacities of 244, 150, 122, and 
80 cubic feet. 


12. Valve outlets on oxygen 
cylinders should comply with 
specifications of ASA Standard 
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B-57.1.* The standard cylinder 
valve outlet connection for indus- 
trial oxygen cylinders and for 
large medical oxygen cylinders is 
designated 0.903” (diameter) —14 
NGO-RH-Ext. Small medical 
oxygen cylinders usually have 
yoke-type outlet valves utilizing 
the pin index system (ASA Stand 
ard Connection No. 870). 


13. Oxygen cylinders usually 
are equipped with a frangible 
disk-type safety device which will 
release at a pressure above the 
normal charging pressure, but be- 
low the retest pressure of the 
cylinder. On some cylinders, the 
safety device is a reinforced core 
of fusible metal or a combination 
of a frangible disk and fusible 
metal. 


14. The ICC has authorized the 
transportation of high-pressure 
gaseous oxygen in truck trailers 
These trailers have permanently 
installed upon them a number of 
large tubes constructed to ICC 
Specification 3A or 3AA and mani 
folded to a common header. Such 
trailers are usually towed to the 
point of utilization by a truck 
tractor. Empty units are towed to 
the supplier’s plant for refilling 


Shipping Regulations 

15. Oxygen at pressures in ex- 
cess of 40 psia at 70 F is classified 
by the ICC as a nonflammable 
compressed gas. Its transportation 
is governed by ICC regulations.** 


16. Except for carloads, truck 
loads, and, under certain condi 
tions, less than truckloads, ICC 
regulations require that each oxy- 
gen cylinder not only be marked, 
but also have attached to it either 
a green label or a green tag speci 
fying that the cylinder contains 
nonflammable compressed gas 


*ASA Standard B-57.1, Compressed 
Gas Cylinder Outlet and Inlet Connec- 
tions, American Standards Association, 
New York 17, N. Y. 


**Agent H. A. Campbell’s Tariff No 
10, Publishing Interstate Commerce 
Commission Regulations for Transpor- 
tation of Explosives and Other Dan- 
gerous Articles by Land and Water in 


Rail Freight, Express and Baggage 
Services and by Motor Vehicle (High- 
way) and Water, Including Specifica- 
tions for Shipping Containers 


17. When a cylinder is empty, 
the green label must be removed 
or completely covered by an 
“Empty” label. If the cylinder has 
been identified by a green tag, a 
part of the tag (the portion indi- 
cating that the cylinder contains 
gas) must be removed when the 
cylinder is empty. The part of the 
tag which remains attached con 
tains the return address of the gas 
supplier. 


18. To ensure compliance with 
its regulations, the ICC forbids 
shipment of cylinders containing 
oxygen unless they were charged 
by or with the consent of the 
owner of the cylinders 


Storage 

19. In storing oxygen cylinders, 
the user should follow procedures 
recommended by the National 
Fire Protection Association, such 
as those specified in NFPA Stand 
ard No. 51.* In hospital operating 
rooms, medical oxygen should be 
stored and handled as recommend- 
ed in NFPA Standard No. 56.** 


20. For safety and orderliness, 
cylinders should be stored in a 
definitely assigned location which 
is dry and well ventilated. They 
should be protected from abnor- 
mal mechanical shock and from 
tampering. They should not be 
stored near elevators or gangways 
or in other locations where heavy 
objects may strike them or fall on 
them. 


21. Cylinders are not generally 
designed for temperatures in ex 
cess of 130 F. Therefore, they 
should not be stored near sources 
of heat, such as radiators and fur- 
naces, or near potential sources 
of heat, such as highly flammable 
substances like gasoline, oil, and 
waste. Some cylinders are de 
signed to withstand temperatures 
up to 572 F. They are used for 
special purposes, as on aircraft. 


*NFPA Standard No. 51, Gas Sys- 
tems for Welding and Cutting, National 
Fire Protection Association, Boston 10, 
Mass. 


**NFPA Standard No. 56, Hospital 
Operating Rooms, National Fire Pro- 
tection Association, Boston 10, Mass. 


22. Oxygen cylinders should not 
be left under line shafting or in 
other places where oil can drip on 
the cylinder, its valves, or other 
attachments. 


23. In areas where oxygen cyl- 
inders are stored, warning signs 
that forbid smoking and the car 
rying of open lights should be 
posted conspicuously. 


24. Oxygen cylinders stored in- 
side a building which is used for 
other purposes should be limited 
to a total capacity of 2,000 cubic 
feet of gas. Quantities exceeding 
this amount should be stored in a 
separate building. Good ventila- 
tion should be maintained and 
open flames should be prohibited 
in indoor areas where oxygen cy] 
inders are stored 


25. Oxygen cylinders must never 
be stored in an acetylene gen- 
Stored oxygen cylin 
ders must be either distantly seg 


erator room. 


regated from acetylene and other 
flammable gas cylinders or sepa 
rated from them by a fire-resistant 
partition. This partition should be 
so constructed and arranged that 
gas leaking from a cylinder in one 
room cannot enter the other room. 


26. Cylinder storage should be 
so planned that cylinders will be 
used in the order in which they 
are received from the supplier. 
Empty and full cylinders should 
be stored separately, with empty 
cylinders marked or labeled 
“Empty” to avoid confusion 


27. Charged oxygen cylinders 
stored outdoors should be pro- 
tected from the ground beneath to 
prevent their rusting. They should 
also be protected against accumu- 
lations of ice and snow and against 
the direct rays of the sun 


28. Valves on all empty cylin 
ders or those not in use should be 
kept closed or covered by their 
protecting caps. 


29. Bulk oxygen supply sys- 
tems should be fabricated and lo- 
cated in accordance with NFPA 
Standard No. 566, Standard for In- 
stallation of Bulk Oxygen Systems 
at Consumer Sites. 
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Handling 

30. A clear distinction always 
should be made between oxygen 
and air—each should be called by 
its specific name. Fatalities have 
resulted when the terms “air” and 
“oxygen” were used interchange- 
ably or interpreted inaccurately. 
For instance, workmen in confined 
spaces have asked for “air” and 
have received oxygen in error. 
With the lighting of a match or 
occurrence of some other kind of 
ignition, disastrous results ensued. 

31. Oxygen should never be 
used as a substitute for air, as a 
source of pressure, as a means of 
starting a diesel engine, or as a 
means of ventilation or “sweeten- 
ing” the air—because fire or ex- 
plosion may result if the oxygen 
comes in contact with combustible 


material. 


32. A cylinder should not be 
connected for use unless it has 
been legibly labeled “Oxygen” by 
the supplier. Cylinders not prop- 
erly labeled should be returned to 
the supplier unused 


33. Labeling should conform to 
specifications set forth in Amer- 
ican Standard Z48.1, Method for 
Marking Portable Compressed 
Gas Containers to Identify the 
Material Contained. Markings 
stamped on cylinders should in no 
altered; it is illegal to 
change them without written au- 


thorization from the Bureau of 


way be 


Explosives. 


34. Low-pressure equipment 
should never be used for a gas, 
such as oxygen, that is under high 
pressure. 


35. Oil and grease should never 
be permitted to come in contact 
with oxygen cylinder valves, reg- 
ulators, hoses, or associated equip- 
ment. Combustible substances 
should never be used to lubricate 
oxygen valves, regulators, gauges, 
or fittings. Antifriction compounds 
approved for oxygen service may 
be applied to the regulator pres- 
sure-adjusting screw. 


36. Soldering paste should never 
be used to solder the hand on a 
gauge 


37. Should the valve outlet of a 
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cylinder become clogged with ice, 
it should be thawed with warm, 


not boiling, water. 


38. In welding shops and indus- 
trial plants using both oxyacety- 
lene and electric welding appa- 
ratus, compressed gas cylinders 
should not be permitted to come 
in contact with the electric weld- 
ing apparatus or electrical circuits. 
Cylinders that have been “arc- 
burned” should be so tagged and 
returned to the distributor. 


39. Even though considered 
empty, cylinders should never be 
used as rollers, supports, or for 
any purpose other than that in- 
tended by the supplier. 


40. When cylinders are being 
moved, they should not be sub- 
jected to abnormal mechanical 
shocks which might damage them 
or their valves or safety devices. 
Cylinders should not be dropped 
or permitted to strike one another 
violently. Although they are 


Ya-in. plate hood 
and 
partition 





22-in. chain 
attached 
here 





sturdy containers they should not 
be abused. 


41. Elevator tail gate trucks 
provide the best method for un- 
loading cylinders safely. Cylinders 
may also be unloaded from a truck 
or platform by means of a V-shaped 
trough used as a skid with a rub- 
ber, wooden, or rope bumper at 
the bottom. A man should be sta- 
tioned at the trough to steady the 
cylinders and to keep the unload- 
ing area clear. 


42. Lifting magnets, slings of 
rope or chain, or other devices in 
which the cylinders themselves 
form part of the carrier should 
never be used when cylinders 
must be transported by crane or 
derrick. Instead, a platform, cage, 
or cradle which will keep the cyl- 
inders from falling and which will 
protect them from damage if the 
carrier should be slammed against 
an obstruction should be provided. 


43. When a hand truck is used 


2-1n. pipe 
center support 





fastening 
chain 


FIGURE 1. A safe and convenient cradle for carrying cylinders. (Courtesy Com- 
pressed Gas Association, Inc.) 





to move cylinders, they should be 
secured to the truck in vertical 
position. They should not be trans- 
ported lying horizontally on trucks, 
which sometimes allows the valves 
to hang over the edges of the 
trucks. In case of collision with a 
stationary object, the valves of 
horizontally loaded cylinders could 
be loosened or broken off. Cylin 
ders should never be dragged 
from one place to another. 


44. Valves should always be 
closed before cylinders are moved. 
Pressure regulators should be re- 
moved and valve-protecting caps 
should be attached for transport 
of cylinders over any considerable 
distance. However, these last two 
measures may be dispensed with 
when cylinders are to be moved a 
short distance by handtruck if the 
cylinders are positioned upright 
and firmly secured in the truck. 


45. Before raising cylinders pro 
vided with valve-protecting caps 
from horizontal to ‘vertical posi 
tion, employees should make sure 
that the caps are properly in place 
and hand-tight. Workmen can then 
raise the cylinders by grasping the 


caps. They should not, however, 
use the caps to lift cylinders from 
one vertical position to another. 


46. Before connecting an oxy- 
gen cylinder for use, the operator 
should check the label on the cyl- 
inder for identification of contents. 
He should not rely on the color 
of the cylinder as a means of 
identification. 


47. The operator should make 
sure that there is no oil or grease 
on his hands or gloves, on the cyl 
inder valve, regulator, gauges, or 
fittings. He should then secure 
the cylinder in upright position so 
that it cannot be knocked over. 


48. After securing the cylinder, 
the operator should remove the 
valve protection cap screwed on 
the cylinder body. He should be 
familiar with the safety device 
and its location so that he will not 
inadvertently unscrew it and pos- 
sibly release the entire contents 
of the cylinder. It is good practice 
to tag the hexagonal nut “Danger 
—Safety Device—Do Not Tam- 

” 


per. 
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FIGURE 2. 


Truck for the safe transportation of compressed gas cylinders on 


plant premises. (Courtesy Douglas Aircraft Company, Inc.) 


49. After removing the cap, the 
operator should “crack” the valve 
for an instant in order to clear 
the opening of dust particles and 
any other foreign matter. He 
should point the valve opening 
away from his body. 


50. An approved oxygen pres 
sure-reducing regulator should be 
connected to the cylinder, or the 
cylinder should be connected to 
an approved manifold. Oxygen 
should never be used from a cyl- 
inder without reducing the pres- 
sure through a suitable regulator. 


51. Regulators and pressure 
gauges used for gases other than 
oxygen must not be used on oxy 
gen cylinders. Connections should 
not be bastardized; threads on the 
regulators or other unions must 
correspond to those on the cylin 
der valve outlets. 


52. After the regulator has been 
attached and before the cylinder 
valve is opened, the regulator 
should be drained of oxygen and 
the pressure-adjusting screw of 
the regulator should be released. 


53. Standing to one side and 
away from the regulator gauge 
face, the operator should open the 
cylinder valve slowly to prevent 
pressure in the pipes or other de- 
vices connected to the system from 


rising too rapidly. A sudden rise 
of pressure may generate heat 
which can cause traces of dust in 
the system to ignite 
54. A wrench should not be 
used on a valve equipped with a 
hand wheel. The valve wheel 
should never be hammered in an 
attempt to open or close the valve. 
55. If a cylinder valve cannot 
be opened by hand, or is defective 
in any other way, no attempt 
should be made to repair it. The 
cylinder should be tagged as hav- 
ing a defective valve, and the sup- 
plier should be notified. He should 
be given a description of the diffi- 
culty and informed of the serial 
number stamped on the cylinder 


56. All connections and the con- 
necting hose should be tested with 
soapy water to make sure that 
they are gas tight. 


57. The cylinder valve should 
be fully open when the cylinder 
is in use. 


58. A torch should never be 
applied to the side of a cylinder 
to raise the pressure or for any 
other reason. 

59. Only manifolds that comply 
with the standards of the Under- 

—To page 101 
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Stringing conductors on towers carrying a live 330,000 voit circuit is 
a tough job. Hoosier Engineering Company of Columbus, Ohio, does it by 
threading conductors up to 1%” through a tension machine and pulling 
them over sheaves on the tower arms with 9000 foot lengths of Wickwire 


Wire Rope. On jobs like this, where men’s lives are at stake... 


nepe failure can be 


Whether you’re stringing power lines, pulling drill pipe, 
or handling other hazardous hoisting jobs—don’t bargain 
with safety. ‘‘Bargain’’ wire rope can cause more trouble 
and expense than you expect. Buy wire rope on the basis 
of quality ... buy Wickwire Rope. 


For extra strength—buy Wickwire’s Double Gray 
IWRC extra improved plow steel wire rope 





PRODUCT OF WICKWIRE SPENCER STEEL DIVISION 
THE COLORADO FUEL AND I!1RON CORPORATION 


THE COLORADO FUEL AND IRON CORPORATION—Albuquercve * Amarillo * Billings > Boise + Butte + Denver + El Paso 
Farmington (N. M.) * Fort Worth * Houston * Kansas City + Lincoln + Odessa (Tex.) * Oklahoma City + Phoenix + Pueblo 
Salt Lake City * Tulsa + Wichita 


OR THE PACIFIC COAST DIVISION—Los Angeles * Ookland + Portland + Son Francisco * San Leandro * Seattle + Spokane 
LOOK F WICKWIRE SPENCER STEEL DIVISION—Boston + Buffalo - Chattanooge + Chicago * Detroit - Emlenton (Po.) + New Orleans 
YELLOW TRIANGLE New York * Philadelphia 5924 
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Wire from Washington 
—From page 36 


the Bureau of Public Roads has 
instituted a number of research 
projects, including: 


A study of drivers’ habits, per- 
formance, and experiences in 
11 states; 

A scientific team analysis of 
fatal accidents, with on-the- 
spot checks; 

The effect of highway lighting 
on accident prevention; 


Analysis of comparable com- 
munities with good and bad ac- 
cident records and programs; 
a study of 70,000 accidents in 
27 states, in control of access 
routes, to determine accident 
and fatality characteristics; and 
An inventory of federal traffic 
safety responsibilities and ac- 
tivities in all federal depart- 
ments and agencies 


The U. S. Public Health Service 
has embarked on an expansion of 
its accident prevention activities, 
with special emphasis on the de- 
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VI-LAN has 


assed clinical patch-testing. It has excellent bac- 


teriostatic and bacteriocidal properties. Helps prevent infection. 


Excellent for use in hospitals, plant first-aid departments, clinical 
laboratories and in every doctor’s office. Safely cleans heavy 


forei 
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soils from suture wounds, burns, cuts, sores, abrasions 
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water. 
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Louisville 3, KY. 
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velopment of knowledge resulting 
from basic research in the field of 
traffic safety. 

Grants, for the support of re- 
search in traffic safety related to 
the psychological and medical 
aspects of the problem, are avail- 
able to universities, research 
foundations, and non-federal gov- 
ernmental agencies. 

In addition to the support of 
research, the Accident Prevention 
Program of the Public Health 
Service is engaged in conducting 
research related to human factors 
in accidents. 

Two examples of this type of 
research are: 

1. An experimental study of the 
value of the group conference tech- 
nique in changing the attitudes of 
juvenile violators. 

2. A study of the feasibility of 
developing a driver simulator as a 
basic research tool. 

The executive agencies of gov- 
ernment have been active in traf- 
fic safety. The President’s Com- 
mittee on Traffic Safety has had 
a busy year, with sponsorship of 
a Public Officials Traffic Safety 
Conference designed to establish 
a list of priority measures, and 
four regional conferences. 

It is impossible to list the traf- 
fic safety activities of all govern- 
ment departments, but you might 
be interested in a few selected 
examples to show what two de- 
partments are doing. 

The Interstate Commerce Com- 
mission released the results of its 
first nationwide bus check, show- 
ing that 13.1 per cent of all in- 
spected vehicles had four or more 
failures to comply with safety 
regulations. The ICC warned that 
it would enforce its regulations 
against motor carriers failing to 
select qualified drivers, supervise 
their driving properly, and main- 
tain their vehicles. It also called 
on motor carriers to take positive 
action to prevent reckless driving, 
or face rigid regulations and 
vigorous enforcement action. 

The Army appointed a civilian 
Committee on Safeguards for 
Army Air Defense Weapons, 
whose mission is to review the 
adequacy of safety measures for 
all Army air defense systems in 
the United States, including safe- 
ty features of warheads and mis- 
siles and procedures employed 
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during their transit and storage 

Marine Safety. Safety on water 
was a subject which Congress in- 
vestigated with considerable 
gusto.. Two major bills were en- 
acted. PL 85-911 (HR 11,078) 
the Federal Boating Act of 1958- 
deals with recreational boating 
safety. It provides for the num 
ber of motor boats with more than 
10 horsepower, and requires peo- 
ple to render aid in accidents and 
to report accidents. 

Its sponsors sought to encour- 
age uniform state small boat laws 
by enabling states to enforce all 
laws, federal and state, on water- 
ways in their own areas. The 
Coast Guard will shortly issue its 
implementing regulations. 

The other major legislation en- 
acted in marine safety was the 
amendment to the Longshore- 
men’s and Harbor Workers’ Com- 
pensation Act. PL85-742 (HR 
13,021) provides a system of safety 
rules, regulations, and safety in- 
spections for the longshore and 
ship repair industries. Enforce- 


ment powers are given to the Sec- 
retary of Labor. 

In the international field, two 
developments were especially im- 
portant. The Inter-Governmental 
Maritime Consultative Organiza- 
tion came into being as a special- 
ized agency of the United Nations 
This new international agency has 
a maritime safety committee, and 
will administer the 1958 Interna- 
tional Convention for the Safety 
of Life at Sea. 

The Department of State, on the 
strong urging and initiative of the 
House Committee on Merchant 
Marine, committed itself to press 
for an early international con- 
ference to modernize these rules 
for safety of life at sea. 

Aviation Safety. One of the 
most extensive and probably least 
controversial major acts passed in 
the last session of Congress was 
PL 85-726 (S. 3880), The Federal 
Aviation Act of 1958, which effects 
a major reorganization of federal 
control of aviation in the avowed 
interest of air safety. 


Hannay reports three times 
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This act creates an independent 
Federal Aviation Agency and 
gives its single administrator full 
authority to regulate the use of 
air space by civil and military air- 
craft, to develop and coordinate a 
common system of air navigation 
facilities, to prescribe and enforce 
air traffic rules, to make and en- 
force safety regulations governing 
the design and operation of civil 
aircraft, and to conduct research 
activities. 

Coincidentally with action by 
Congress in this field, the Execu- 
tive Department set up a five- 
point program with the stated ob- 
jective to eliminate air collisions 
“to the maximum extent possible.” 

Industrial Safety. In the field 
of industrial safety, the major ac- 
tivity was in the executive rather 
than legislative branch of govern- 
ment 

The President’s Conference on 
Occupational Safety expanded its 
scope to include, for the first time, 
mining and transportation indus- 
tries and industrial medicine. At 


PLASTIC 


COATED 
GLOVES 


“Real savings,” reports Clifford B. Hannay & Son, Inc., 
after switching from neoprene-latex gloves to Riegel 
plastic-coated gloves for hot-dipping metal parts. This 
leading hose reel manufacturer states: “The Riegel 
plastic resists solvents three times as long. And the 
tremendous absorbency of the napped lining lets our 
men work around 180° heat twice as long.” 

Here are savings made possible because Riegel 
experts fit the right glove to each specific job... choos- 
ing from more than 400 styles :nd materials. Eight 
warehouses speed deliveries. For help in reducing 
your glove costs call or write Riegel today. 


INDUSTRIAL GLOVE SALES 


RIEGEL TEXTILE CORPORATION 


Sales Offices: 
Birmingham « Chicago 
Detroit « L Angeles 

New York City 
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Vano Design “A” Ventilator plus a 
few accessories feeds large air 
volume into tonk car, driving out 
fumes, stagnont or hot air for 
workers’ safety and comfort. 


Powered by a /2hp motor, and 
equipped with the exclusive 
Coppus axial-flow propeller- 
type fan, this general-purpose 
blower delivers 1500 CFM of 
fresh air. It supplies ventilation 
for tanks, tank cars, drums, 
vats, underground cable man- 
holes, pipe galleries, airplane 
wing compartments and fuse- 
lages, and other confined 
places. Weighs only 103 Ibs. 
Uses 8”-diameter flexible can- 
vas tubing (“Ventube”). 


For withdrawing welding fumes 
from confined places or di- 
rectly from the welding rod 
..or for expelling fumes or hot 
air from enclosed vessels. You 
can get it with 8” suction inlet 
for 8” non-collapsible tubing 
...or with multiple inlet nozzles 
for 5”, 4” or 3” suction hose. 
The discharge outlet takes 8” 
“Ventube”. Powered bya “2hp 
motor, it ——— = 85 Ibs. 
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its tenth anniversary session, the 
Conference heard a warning from 
the Secretary of Labor that pos- 
sibly 250,000 more disabling in- 
juries may take place by 1965 
than in 1957. 

Radiation was an_ especially 
critical subject. The Atomic En- 
ergy Commission approved new 
maximum radiation exposure lim- 
its, which are only one-third of 
those previously allowed. The 
AEC also instituted a system of 
statutory indemnity to protect 


major contractors and the public 
against losses due to nuclear ac- 
cidents. 

The U. S. Public Health Serv- 
ice established a Division of Ra- 
diological 


Health to provide 


technical assistance to state agen- 
cies dealing with medical, indus- 
trial, and other activities involving 
public exposure to radiation. 

As a result of new scientific 
findings showing the cumulative 
effect of radiation exposure, the 
Public Health Service discon- 
tinued the mass x-ray method of 
detecting tuberculosis, a public 
health program which it had vig- 
orously promoted for years. And 
the Secretary of Health, Educa- 
tion and Welfare advocated larger 
federal, state and local budgets to 
protect the public from radiation 
hazards. 

The joint Congressional Com- 
mittee on Atomic Energy an- 
nounced that in 1959 it would 
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Musketeer 


A Durable, Comfortable and Convenient 
Headgear Assembly with a Choice 
of Four Eye and Face Shields 


Sucessfully used before on JACKSON’S arc W elding 
helmets, the Adjust-O-Lok headgear, with its exclu- 
sive friction pivots, combines with a new, wide 
Spark Deflector to carry a choice of interchangeable 
eyeshield visors snapped to its front 


Headband and cross strap, both adjustable to 
size, are molded in one piece of lightweight, non- 
conductive Nylon. Headband adjustment is made 
by a large, easy to handle winged knob and gear, 
also of Nylon, while wearing the shield; enclosed 
mechanism is smooth against the head. A cork 
padded sweatband is optional at extra cost 


The Nylon friction pivots are also adjustable 
while the shield is worn, locking it in any position 
or allowing free up and down movement. 
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hold three sets of hearings on in- 
dustrial radiation safety and reg- 
ulations. 

Air pollution continued to be 
an area of federal concern. The 
President ordered all federal agen- 
cies to cooperate with state and 
local bodies in preventing air 
pollution, through control of fed- 
activities which themselves 
might contribute to such pollution. 

The Department of Health, 
Education and Welfare spon- 
National Air Pollution 
Conference last month, under the 
chairmanship of the Surgeon Gen- 
eral of the United States Public 
Health Service. The Conference’s 
purpose was to consider medical, 
industrial, and legal problems in 
air pollution, and to develop a 
10-year program of research and 
control activities. 

The first results of the National 
Health Survey, conducted by the 
U. S. Public Health Service, indi- 
cated a higher estimate of accident 


eral 


sored a 


incidence than we generally ac- 
cept. The first reports on dis- 
ability in the United States show 
that injuries or impairments due 
to injuries represent 23.6 per cent 
of all work-loss days, the largest 
single reported 
ability 

Although executive activity 
predominated in the field of in- 
dustrial safety, the Congress was 
not silent. It passed PL85-375 
(S1386), an administration pro- 
posal, which authorized the ICC 
to prescribe rules, standards, and 
instructions for the installation, 
maintenance, and repair of power 
safety brakes on railroads. 

George Meany, AFL-CIO presi- 
dent, told the President’s Con- 
ference on Occupational Safety 
that organized labor would press 
for legislation to establish a Fed- 
eral Accident Prevention Bureau 
to establish national safety stand- 
ards. 


cause for dis- 


Another important development 
is that October 30, 1958, was the 
effective date of a 1956 law which 
requires safety latches on all 
household refrigerators. Under 
Regulations of the Secretary of 
Commerce, the safety latch must 
permit the door to be opened by 
a pressure not exceeding 15 
pounds. 


Education. The U. S. Commis- 
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Safe Maintenance Methods 





A picture report on efficient ways to scaffold ... by The Patent Scaffolding Co., Inc. 





INDUSTRIAL SCAFFOLDING —During construction of hull sections for new 


atom subs at the Mare 


Island Naval Shipyard, “TubeLox”® Scaffolding helps 


workmen get safely around the curved shapes. Made with only four basic parts, 
this scaffolding is erected rapidly to conform to almost any shape, size or contour 
and on any terrain, if exterior work is considered. Adjustable couplers and a vari- 
ety of tube lengths permit unlimited scaffold placement. 


ROLLING ALUMINUM TOWER — 


To repair a crane at the Public Service 


Electric & Gas Co., Bergen County 
Switching Station, N.J., a Model B 
Aluminum Sectional Rolling Scaftold is 
used. Four outrigger supports increase 
base area to 10’x10’ for greater stability 
at extreme heights. Five 6’-high sections 
atop the 6'92"-high base bring workmen 
safely up 36’-9'2" under the crane 
mechanism. 


Write for free copy of ‘ 
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‘Controlling Costs’’, BulletinG205R. 
Also, see the Yellow pages of your ‘phone directory for 
the nearest Patent Scaffolding Co. office or representative 
that sells or rents ‘‘Gold Medal’’ Scaffolds. 


REFINERY WORK — At the Tidewater 
Oil Co., Wilmington, Del., 3500 “Trouble 
Saver” "Scaffolding frames and 15 miles 
of ‘‘TubeLox” Scaffolding are used by 
C. F. Braun & Co., contractor, to get 
strong, level, safety-assured working 
platforms on refinery’s varied structures. 


LIGHT-DUTY SCAFFOLDS—Designed 
for light-duty work, “Gold Medal” Junior 
Satety Swinging Scaftolds provide extra- 
safe, quick working levels on tanks, 
buildings and other structures. Sus- 
pended from above by 5/16” galvanized 
steel cable, these scaffolds have 28"-wide 
plattorms with double, steel-reinforced 
side-rails; hinged toe-boards; and 16’, 
18‘, 20’, 22’, 24’-lengths. 


PAINTER’S HELPER — “Trouble 
Saver”® Sectional Rolling Scaffold with 
12”"-wide Featherweight Stages gives 
Gombert Bros., an easily moved, safe 
painting scaffold at the North Belmore 
(N.Y.) Elementary School. 


“GOLD MEDAL”®-— Satety Platform 
Step Ladders. Broad Re 
Top quality construction. U.L. approved 
Sizes: (total height) 5’ to 20’. 


NEW STEP LADDER 
— Aluminum Safe- 
ty Platform Step 
Ladder with non- 
slip safety plat 
form and steps. 
Strong, light- 
weight. Heights 5’ 
to 14’. Other alu- 
minum models in- 
clude: Extension 
Ladders, 16‘ to 40’; 
Heavy Duty Step 
Ladders, 4’ to 14’; 
Platform Step Lad- 
ders, 5’ to 14"; and 
Single Ladders, 8’ 
to 20°. 


FOR GREATER SAFETY...EFFICIENCY...ECONOMY 





In Canada: 355 Dufferin St., 
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Gerad THE [Parent GCAFFOLDING C0., Inc. 


38-21 12th Street, Dept. NSN, Long Island City 1, N.Y. 
1550 Dayton Street, Chicago 22, Illinois * West Coast: 6931 Stanford Ave., Los Angeles 1, Calif. 
Toronto * Branches in all Principal Cities 
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good housekeeping 
begins with 
Stonehouse Signs! 


Nothing fosters accidents, and 
inefficiency, like dirt and disorder. 
Inevitably, production losses, mistakes, 
accidents occur where industrial 
housekeeping is poor. 

Plants throughout the country enlist 
employee aid in this important 
undertaking by the use of INDUSTRIAL 
GOOD HOUSEKEEPING SIGNS 
from STONEHOUSE. Constantly 
reminding, these signs work efficiently, 
endlessly, at lowest possible cost. Each sign 
is made of enduring, tested materials, 
and manufactured in accordance 
with American Standard specifications, 


: Write today for our free, full-color, 


64 page catalog of thousands of ready-to-ship 
safety signs, plus information about 
custom-printed signs to meet your special needs, 


STONEHOUSE SIGNS, INC., Stonehouse Building, 9th and Larimer, Denver 4, Colorado 
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Education defended 
driver-training as not being a dis- 
pensable frill in the educational 


curriculum. 


sioner of 


I have the very definite impres- 
sion that during the past few 
years, and especially in this last 
year, we have had a mounting 
crescendo of federal safety ac- 
tivity in Washington to meet a 
widening scope of public demand 
that “something be done.” 

Whether this increased activity 
is an inevitable result of our way 
of life, or a reflection of Wash 
ington’s concern with the nature 
and effectiveness of state, local, 
and voluntary efforts, is a matte! 
I shall leave to you for determina 
tion 

One thing is fairly clear to a 
Washington observer. The open 
ing gambit for most proposals to 
extend or expand federal activity 
in safety is generally phrased 
something like this: “This subject 
is, of course, a legitimate concern 
for local and state regulation, and 
voluntary leadership. But- 

Is 1959 to be another year of 


“buts?” 


Study Standards 
On Floor Absorbents 


Oil absorptive characteristics of 
floor absorbents will be studied 
and research data collected in a 
cooperative testing program ini- 
tiated by ASTM Committee C-23 
on Sorptive Mineral Materials 
The program will involve running 
five replicate determinations on 
three coded floor absorbents using 
five recognized test procedures 
From this study it is expected an 
ASTM standard method will be 
developed, based on the informa- 
tion collected. 

A survey of consumer practices 
has given valuable information 
and guidance to the committee in 
selecting work projects. As a re- 
sult, projects on the agenda of the 
committee will include develop- 
ment of methods on sampling and 
sieve analysis, and for determin- 
ing such properties as free mois- 
ture, loss on ignition, bulk density, 
absorptive properties, dust con- 
tent, resistance to breakdown (oil, 
water, mechanical), slipperiness, 
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ease of removal, fire resistance, 
solubility in water, and abrasive- 
ness 

Development of term definitions 
represents another phase of activ- 
ity in the committee for which a 
subcommittee has been organized. 

Persons or organizations inter- 
ested in the work of the commit- 
tee are invited to write to the 
secretary of the committee: R. L. 
Shirley, The Eagle-Picher Com- 
pany, Insulation Div., 900 Amer- 
ican Bldg., Cincinnati 1, Ohio. 


Hazardous Occupations 
Orders Amended 


Certain hazardous occupations 
orders have been amended to ex- 
empt student-learners enrolled in 
cooperative vocational training 
programs. These orders set an 18- 
year age minimum for employ- 
ment in occupations declared by 
Secretary of Labor James P. 
Mitchell to be hazardous for mi 
nors and are issued under the 
child-labor provisions of the Fair 
Labor Standards Act 

The new amendments, affecting 
Orders Nos. 5, 8 and 12, will per- 
nit 16- and 17-year-old student- 
learners to work part-time under 
specified safeguards in cooperative 
vocational education programs 


cing and metalworking ma- 

nes. Order No. 5 covers wood 

working machines and Order No. 
8, metalworking machines. 

An exemption already applies 
to student-learners working in 
some occupations covered by Or- 
der No. 12, for paper-products 
machines; the new amendment 
extends this exemption to all oc- 
cupations covered by that order. 
Exemptions for apprentices, al- 
ready in effect under these three 
orders, have been made uniform. 

The orders were amended as the 
result of information received at 
a public hearing held after a study 
was made by the Department’s 
3ureau of Labor Standards at the 
request of educators who believed 
a limited exemption would step up 
development of vocational educa 
tion courses. 

Copies of the revised orders may 
be obtained from the Department’s 
Wage and Hour and Public Con 


tracts Divisions. 
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Fendall’s Astounding New 


MULT -F UT 


gives better 
BRIDGE" 


conventional 
bridge sizes 


SIMPLIFIES 


SAFETY-SPECTACLE 
FITTING PROBLEMS 


SIZE AND COST OF 
GOGGLE INVENTORY 


IMPROVES 


WORKERS’ ACCEPTANCE OF 
SEND FOR EYE-SAFETY PROGRAMS 


COMPLETE DETAILS 





a 


FENDALL COMPANY 


4509 N. LINCOLN AVENUE, CHICAGO 25, ILLINOIS 
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Multipliers for Safety 
—From page 19 


with other groups, asking them to 
accept their responsibility for 
safety. Either with or without 
urging on our part, other organ- 
izations are constantly coming to 
us for assistance or guidance In 
safety work they are planning 

It has been one of our great 
satisfactions during the past year 
to cooperate with the Boy Scouts 
of America in their Safety Good 





Turn Program. This pregram has 
had a tremendous impact through- 
out the length and breadth of the 
land. We could think of no better 
way to use some of our volunteer 
and staff talent than in working 
with the Boy Scouts on this pro- 
gram 

Another illustration. Recently 
I sat with a committee of the 
American College of Surgeons 
a group of distinguished medical 
men who, in behalf of their pro- 
fession, are determined to make 


mesic) 


Cleans and Anti-Fogs All Types of 
Personal and Protective Eye Wear 


EKINS CO. INC. CORTLAND N.Y. 


: free Sample 


Send company 


fcsatclaalciele Mie): 


lete information 


» WILKINS 


2 
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their influence felt, not just in the 
important job of mitigating the 
effects of accidents, but to assume 
a role in their professional life 
and in their communities of help- 
ing to keep the accidents from oc- 
curring. Full agreement has been 
reached on a joint program that 
has a large potential for saving 
lives and reducing injuries. 

As another illustration, I men- 
tion our work with women’s or- 
ganizations. As you know, this 
has been going on for some years 
and it is no exaggeration to say 
that the past year has shown new 
progress. 

Multipliers for safety —a very 
important concept, indeed, in car- 
rying out the objectives of the 
National Safety Council. 

I must bring these remarks to 
a close. Let me recapitulate, tak- 
ing a bird’s-eye view of our past 
year's activities 


1. Our technical emphasis con- 
tinued undiminished; we were 
constantly giving serious study to 
both old and new accident prob- 


lems 


2. We did not forget that infor- 
mation locked up in a vault is no 
good; every day we were getting 
it out to the people of this coun- 
try. 


3. We recognized that safety is 
not only good economics, but it is 
also good morals and we made a 
good start in mobilizing the moral 
forces of the country for safety. 


4. We realized that the acci- 
dent problem is basically a local 
problem, and we did more than 
ever before to give guidance and 
impetus to local safety programs. 


5. Finally, we understood that 
the National Safety Council, it- 
self, could not do the safety work 
of the nation and we were con- 
stantly helping other organiza- 
tions to carry on substantial safety 
programs on their own account. 

In closing, let me say two 
things. First, I hope I have not 
sounded at any time as if I were 
making a report on what the Na- 
tional Safety Council staff did last 
year. I have been talking about 
what the Council did. And by the 
Council I mean you people, your 
Conferences, your Sections, your 
Committees, and you as individ- 
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REDUCE HAZARDS TO HANDS 
WITH SCHRADER PACKAGED CONTROL SETS 


Schrader’s versatile pneumatic press control sets 
reduce dangers to operators of presses . . . because 
both hands must be used simultaneously to operate 
the press. 

Finger action is light as air .. . keeps operators 
fresh and efficient . . . steps up production. You 


e division of SCOVILLE 


bead 





can use these standard Schrader sets on power 
shears, presses, brakes, friction clutches, and other 
machines using mechanical clutches. They’re off- 
the-shelf items . .. ready to use. Installation is 
simple .. . shrinks downtime costs. For more de- 
tails mail the coupon today. 


A. SCHRADER’S SON. Division of Scovill Mfg. Co., Inc. 
452 Vanderbilt Avenue, Brooklyn 38, N. Y. 
| would like complete information on Schrader’s full line of Pack- 


aged Air Control Sets. 


Cc 





ee eS re 
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ual, loyal members of this great 
organization. 

Second, I hope I have not 
sounded as if I were satisfied with 
the past year’s activities. That 
would be far from the truth. Well 
do I know how much more there 
is to be done, how many improve- 
ments there are to be made in our 
procedures, and the challenge we 
face in terms of the accident prob- 
lem as it still exists. 

It seems to me important that 
we never forget that the National 
Safety Council was created and 
exists for one purpose, and one 
alone—to prevent accidents. The 
only real measure of our success 
or failure is whether or not acci- 
dents are increasing or decreas- 
ing. 

Here are the accident facts for 
the first eight months of 1958. At 
the end of these eight months, 
deaths from all accidents are 
down five per cent from last year; 
this represents about 3,300 fewer 
deaths despite a continued in- 
crease in population, and a larger 
number of motor vehicles— the 
principal killer. 

The population death rate of 





52.1 (deaths per 100,000 popula- 
tion) was the lowest ever record- 
ed for this period. 

The decrease in deaths extend- 
ed to all categories. The number 
of deaths in each category at the 
end of eight months and the de- 
crease from the previous year 
were as follows: 


Mot. Vhele. 
Home 


. 22,880... Down 
.. Down 
.Down 


12,000. . .Down 


1,560 
600 
700 

Public 500 

I should like to close my re- 
marks with a statement made 40 
years ago, at the 1918 National 
Safety Congress, by the man who 
was then the president of the 
Council. He said: 

“Let us pledge ourselves to 
greater effort in service of the 
cause that is so plainly in view. 
We have barely scratched the sur- 
face of the work immediately at 
our hand. From the experience 
of our past let us visualize the 
problems and duties of our future, 
that we may develop the ideas 
without which our ideals cannot 
be attained.” 


Calendar Contest Winners 
For September 


What would your Safety Saying have 
said? 

Artilla Clarkson of the Richland 
(Wash.) School District won the $100 
first prize in the National Safety Coun- 
cil’s “Safety Saying” contest with this 
line: 

Remember to keep a taught line on 
safety, son! 

The contest appears monthly on the 
back pages of the Council’s calendar. 
The theme for the September contest 
was “Help the Beginner.” 

Second prize of $50 went to Wm. S 
Coben Firestone Tire & Rubber Co., 
Akron, Ohio. His entry was: 

Don’t chance it second-glance it! 

Mrs. C. L. Janeway, Tennessee Val- 
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APPED SKIN 


with every serving of 


PAX-LANO-SAV Heavy Duty 


GRANULATED SKIN CLEANSER 


pax .ANO-SAV, 
weavy DUTY 


PAX 
SH (]} WR 


Just wash your hands with PAX-LANO-SAV HEAVY DUTY and see what real skin protection 
means. Dirt and grime roll off and your hands are clean but there is a definite soft, silken feel- 


ing fo the skin after the wash-up. The skin is never left dry or rough. 


The smooth feel of the skin after a PAX 
wash-up is evidence of the high emollient 
content of PAX-LANO-SAV HEAVY DUTY. 
PAX-LANO-SAV EMOLLIENT, the finest of 
all emollient oils, remains on the skin after 
the wash-up . 
against chapping. 


WRITE TODAY... 


. . for long lasting protection 


PACKWOOD MFG. CO. 


1555 TOWER GROVE 


STER and the 


AVENUE 


PAX SEAL. 
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This AUTOMATIC skin conditioning action, 
plus the exceptionally low cost per wash-up 
of PAX-LANO-SAV HEAVY DUTY are but two 
of the many reasons why more PAX-LANO- 
SAV HEAVY DUTY is used by industry than 
any other granulated skin cleanser made for 
the use of men and women plant workers. 


SEE, IN YOUR OWN PLANT, HOW PAX CAN 
HELP SOLVE YOUR SKIN CARE PROBLEMS AND SAVE YOU MONEY! 


MANUFACTURING CHEMISTS 


ST. “LOUIS 10, MISSOURI 


The hallmarks of superior cleaning products for over thirty years. 
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JACKSON for SAFETY 


Many New Quality Products Added to Jackson Line 


ee 


irc Welding Helmets of fiber glass 
far outlast helmets of vulcanized fiber. 
Helmet shells in curved (above), narrow 
it right), and straight styles have 


Supergoggles provide good fit and free 
movement over the largest prescription 
and safety spectacles. In two types: for 
gas welding and for grinding, available 
with plastic headrest, or with elastic 
headband as shown. 


Unigoggles for gas welding, as well as 
Supergoggles, are available combined 
with both Jackson safety caps. 


NEW... Alum: 
made as an ‘Alun 
cap’, both 
and in a 
chip-resistant baked 


im safety hat 
and ar 


hat 


} 
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adjustable helmet stops. Adjust-O-Lok 
headgear of strong, non-conductive 
Nylon and Nylon friction pivots are 
instantly adjustable while being worn. 
Plastic insulated lens holders are made 
in fixed and lift-front types. All helmets 
and Musketeer face shields combine 
with both Jackson safety caps. 


Face Shield type F-1, for use with all 
Jackson safety hats, has two aluminum 
frame parts, one hugs the hat brim, the 
other carries ithe visor. An elastic band 
holds the frame firmly to the hat. Visors 
are 154” wide, 9” deep; made in clear 
plastic and in shades of green, they are 
also available in 24-mesh wire screen. 


The ‘Musketeer’ (one-for-all) headgear 
combines the Adjust-O-Lok helmet 
headgear, friction pivots and adjust- 
able stop, with a wide spark deflector 
in one durable, convenient unit. Shown 
above with 1514” by 9” visor in clear 
plastic and in shades of green. 


3 eT eee 
~ ae 
2 


Sold World-Wide through Distributors and Dealers of Welding Supplies and Safety Equipment 


JACKSON PRODUCTS 


AIR REDUCTION SALES COMPANY, A DIVISION OF AIR REDUCTION COMPANY, INCORPORATED 


WARREN -@ 


Circle Item No. 22—Reader Service Card 


MICHIGAN 





ley Authority, Chattanooga, Tenn., won 
third prize of $25 for this line: 

You won't just grab it when safety’s 
a habit! 

The 30 winners of $5 prizes are: 

Mrs. Edythe E. Blackford, (Individual 
Member), El Cajon, Calif 

Miss Rose V. Burnham, 
Member), Willsboro, N. Y. 

Mrs. Kenneth Carpenter, (Individual 
Member), Sabetha, Kan. 

Robert E. Meddaugh, Ingersoll-Rand 
Co., Phillipsburg, N. J. 

Mrs. Paulene Young, Corn Products 
Co., North Kansas City, Mo. 

L. A. Hughes, (Individual Member), 


(Individual 


ern Pacific Pipe Lines Inc., Los Angeles. 

Miss Dorothy E. Vandiford, U. S 
Rubber Company, Winnsboro, S.C. 

Miss Edith P. Wortman, (Individual 
Member), Albany, Ga. 

Mrs. Leslie Price, Pickands 
& Co., Ely, Minn. 

Miss Frances Anderson, Elk Falls 
Company Ltd. Div. of Crown Zeller- 
bach Canada, Ltd., Campbell River, 
B. Cy 

Miss Jessie M. Belitsky, 
Aircraft Corp., Akron, Ohio. 

Mrs. William Fontaine, (Individual 
Member), Inglewood, Calif. 


Mather 


Goodyear 


Tupelo, Miss. 


Miss Marilyn Kay Hathaway, South- 


Mrs. Anne Gasner, (Individual Mem- 
ber), New York City. 





Underwriters’ Laboratories 


and Factory Mutua! Approved 


Detex Watchclock Corp. 


The tape tells the story. It reveals at a glance that 
Tom was !ate in punching in his stations. Tom 
probably has a good explanation: perhaps he was 
checking a leaking pipe or frightening away some 
young vandals. But he knows he must account for 
that time: he can’t argue with the Guardsman’s 
alter-proof record of his activities. 


How much protection did your watchman give 
you last night? If he is supervised with a DETEXx 
Watchclock, you know. And your watchman knows 
that when he carries a DETEX, it will expose him 
if he sleeps, shirks or skips rounds. 


The low Detex investment is often quickly repaid 
in insurance savings. Investigate today. Tomorrow 
may be too late. 


The Guardsman’s 96-hour tape capacity saves 
overtime pay because there is no need for a super- 
visor to return to the plant over the weekend to 
change the dial. 


FREE INSPECTION —Is your watchman’s tour 
giving you maximum protection? A trained DeTEX 
Inspector will be glad to make a free analysis. 
Write or telephone. 


76 Varick Street, New York 13, N. Y. 


C1 Please send me complete information about the GUARDSMAN tape-recording watchclock. 


0 You may send @ DETEX inspector to make a free, no-obligation survey of our 


plant protection needs. 


Find Your Nearest | 
DETEX inspector 
in The | 
| Yellow Pages 
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Chas. Kram, Jr., (Individual Mem- 
ber), Shiner, Texas. 

Mrs. Raymond Pritchett, (Individual 
Member), Denver, Colo. 

L. J. Byron, Esso Standard Oil Co., 
Linden, N. J. 

Miss Susie Mae Smith, 
Member), Tuscaloosa, Ala. 

Mrs. Neil Farnham, (Individual Mem- 
ber), Portland, Ore. 

Mrs. Hazel Morton, (Individual Mem- 
ber), Knoxville, Tenn. 

Mrs. W. N. Sanders, Tennessee Coal 
& Iron Div., U. S. Steel Corp., Fairfield, 
Ala. 

Mrs. Faith Elder, (Individual Mem- 
ber), Niantic, Ill. 

Mrs. Margaret Tyler, 
Member), Drayton Valley, Alta., 
ada. 

Edward Zemon, Alpha 
Cement Co., LaSalle, Ill. 

Mrs. Wiley B. Snavely, Plantation 
Pipe Line Co., Anderson, S. C. 

Billie Carver, Carnation Company, 
Los Angeles. 

Miss Grace L. Wiggins, 
Pipe Line Co., Atlanta, Ga. 

Mrs. Toivo W. Rantala, Oliver Iron 
Mining Div., U. S. Steel Corp., Duluth, 
Minn. 

Mrs. Lester Wachholz, 
Member), Wausau, Wis. 

Mrs. Howard R. Cox, 
Member), Bandon, Ore. 


(Individual 


(Individual 
Can- 


Portland 


Plantation 


(Individual 


(Individual 


Telling the People 


—From page 30 


words daily, and Chicago papers 
ran hundreds of column inches 
on Congress happenings . all 
directed around the 1958 Congress 
theme: Safety Begins at Home. 

On October 19, the Sunday be- 
fore the Congress, Alex Dreier, 
NBC’s “Man on the Go,” gave a 
10-minute salute to the Council 
and to the Congress on the full 
NBC radio network and Monitor. 


ike Speech Taped 


The major address by T. S. Rep- 
plier at the Annual Banquet of 
the Congress was taped for later 
broadcast by WGN, Chicago. Pres- 
ident Eisenhower's surprise visit 
to the banquet, and his remarks, 
were also tape recorded. 

The Northwestern Reviewing 
Stand on WGN radio, the Mutual 
Broadcasting System and WNYC, 
New York, had a discussion of the 
question, “Should judges have the 
authority to suspend drivers’ li- 
censes?” Participants included 
Congress delegates: Judge Thom- 
as Bergin, Municipal Court, Min- 
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Special Slings... for Special Lifts 


Lifts are sometimes so unusual that it’s diffi- 
cult—or even impossible—to employ standard 
slings. At times like that, Bethlehem special 
slings are often the solution. 

Our shops can produce an unlimited va- 
riety of special designs. The photograph above 
shows an interesting example—a Bethlehem 
assembly that’s adjustable for length. This 
feature is advantageous where clearance is a 
factor. The assembly consists of two braided 
slings with thimble ends, and two sets of 
grommet links. By hooking into the middle 


BETHLEHEM STEEL 


links or the ones at the top, the user can easily 
shorten each leg of the bridle. 

Call us whenever you’re faced with a 
special lifting problem. We’ll tailor the slings 
to your own particular needs. And remember, 
too, that Bethlehem makes all types of stand- 
ard models—braided, single-part, grommet, 
etc.—for orthodox lifts. 

BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by 
Bethlehem Pacific Coast Steel Corporation 
Export Distributor: Bethlehem Steel Export Corporation 
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neapolis, Minn.; Judge Roy De 
Grief, Municipal Traffic Court, 
Seattle, Wash.; and Ross D. Neth- 
erton, associate director, Highway 
& Legislative Dept., AAA, Wash 
ington, D. C. Moderator wa 

James H. McBurney, Dean of the 
School of Speech at Northwestern 
University. 

A new science series on WMAQ 
radio, Speaking of Ideas, presented 
an interviewer, Phil Bowman, 
discussing traffic safety research 





with Merwyn Kraft, chairman, 
Research Committee, President’s 
Committee for Traffic Safety. 
Winners of the Carol Lane 
awards, presented at the Con- 
gress, were heard on the Martha 
Crane Program on WLS radio 
Tuesday, Oct. 21, and were seen 
on the Fran Allison Show on 
WGN-TV Wednesday, Oct. 22. 
Many interviews took place 
with delegates to the farm safety 
sessions of the Congress. George 


THE NEW DUO 
DOES DOUBLE DUTY 


SPRAYHEAD fi = 


... SAVES SPACE 


... SAVES WATER 


| 


Floor Clearance 


WHERE 
DUO-WASHFOUNTAINS 
ARE USED 


© Main Washrooms 

® Auxiliary Washrooms 

© Visitors’ Washrooms 

© Executive Washrooms 

© In Various Parts of Plant 
© Near or in Cafeterias 


... SAVES JANITOR WORK 


4 Foot-Control Eliminates Faucets 


For Sanitation reasons alone, many have 
selected Bradley Duo-Washfountains. 
And they save space, water and 
maintenance as well. 

Water supply is foot-controlled, 
the spray coming from the central spray- 
head that replaces bothersome faucets 


© In Laboratories and 


(spring-type or conventional). Thus 
chance of spreading infections through 
such contacts is eliminated entirely. 

Water consumption is reduced with 
no water wasted because removal of 
foot cuts water supply instantly. 

The two-person self-flushing bowl 
prevents collection of the soiled 
residue of previous users. 

Duos in the new beautiful design 
are furnished in vitreous porcelain 
enamel (five colors and white) 
and stainless steel. For all details 
see new Bulletin K1204—copy 
mailed on request. 

BRADLEY WASHFOUNTAIN CO., 
2237 W. Michigan St., 
Milwaukee 1, Wis. 


Write for Bulletin K1204 


BRADLEV > 
Lig wadhepountdmd 


Distributed Through Plumbing Wholesalers 
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Menard, farm director of WBBM 
and WBBM-TYV, invited to his 
TV series Farm Daily and his ra 
dio series The Country Hour NSC 
staff members Maureen Maye of 
the Farm Division and Bill Perry 
of the Public Information Dept. 


Delegates’ Contributions 


Also interviewed on these series 
were Congress delegates Frank 
Burrows, Field Service Director, 
Citizens Traffic Safety Board of 
Chicago; Kirk Fox, Editor Emeri 
tus, Successful Farming, Des 
Moines, Iowa, and Vice President 
for Farms fo: NSC; and the dem 
onstration team of Mrs. Joe Dar- 
lin and Mrs. Donald Peters, Home 
Demonstration Club, Poplar Bluff, 
3utler County, Mo. 

Other farm delegates were 
heard on interviews taped by 
Norman Kraeft for his WGN ra- 
dio series Country Fair. These 
delegates included Dr. Clyde Ber- 
rv, Institute of Agricultural Med 
icine, University of Iowa, lowa 
City, Iowa; W. G. Klammlade, 
Associate Director of Extension, 
College of Agriculture, Univ. of 
Illinois, Urbana, IIl.; Jack Dau- 
bert, Member, NSC Youth Com 
mittee (FHA), Oshkosh, Wis. 

Other delegates interviewed by 
Mr. Kraeft were R. C. Byrus, 
Director, Fire Service Extension, 
Univ. of Maryland, College Park, 
Md., and Chairman, NFPA Com 
mittee on Rural Fire Protection; 
Paul Gray, Executive Secretary, 
National FFA, Washington, D. C.; 
Charles Snavley, Executive Sec- 
retary, Illinois Retail Farm Equip- 
ment Assn., Peoria, IIl.; and O. L. 
Hogsett, Extension Farm Safety 
Specialist, University of Illinois, 


Urbana, III. 


Safety Films on TV 


Safety films were seen on 
WBKB.-TV, Chicago, during Con 
gress week. Safety posters and 
Congress salutes were also seen 
on WBKB’s Facsimile with Nor- 
man Ross. 

Many popular network TV and 
radio programs carried salutes to 
this Congress, with messages from 
the stars of the shows, including 
Garry Moore on I’ve Got A Se- 
cret and Lawrence Welk. 
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| ooK at the hazards in floor maintenance 


SLIPPERINESS 


can be prevented — often at reduced cost — with a 
complete WEST FLOOR CARE PROGRAM. 
The WEST FLOOR CARE PROGRAM consists of three basic 


Taking slipperiness out of your floors is worthwhile 
insurance against slips and falls. 
It’s easily done with a specially blended West resin 


emulsion. This safe, high-traction finish contains no 
wax — yet produces a glossy, hard, durable film on 
all types of floors. 


steps. Cleaning. Sealing. Maintaining. Each adapted 
to the individual needs of floors by West Representa- 
tives who specialize in methods as well as materials. 


We'd be glad to show you how a WEST FLOOR CARE 
PROGRAM protects floors, modernizes methods, elimi- 
nates hazards. Write, or telephone your local West office. 


Slipperiness is only one of many floor problems. 
Others are just as common. Staining. Dirt retention. 
Excessive dust. High labor costs. To name a few. All 


WEST CHEMICAL PRODUCTS INC., 42-16 West Street, Long Island City 1, N. Y. 
Branches in principal cities « in Canada: 5621-23 Casgrain Ave., Montreal 





| {) Please send your 32-page booklet, “The Proper Care of Floors.”’ 


r - ™ r — ° _* 
| ¢ | ¥ | 
\ 7 7 0 Please have a West Representative telephone for an appointment. 


Ww Sg CHEMICAL 
~ INC. | Name 
| SS - 


WEST DISINFECTING DIVISION | Mail this coupon with your letterhead to Dept. 3 
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NE WY trom Kodak <4 


...& Single-case, portable 
16mm Pageant Projector with 


BIG SOUND 
and PICTURE 


CAPACITY ! 


Here’s a portable 16mm sound projector with plenty 
of power for use anywhere. 

The new Kodak Pageant Projector, Model AV- 
255-S, has a 25-watt amplifier that delivers all the 
sound you need. Used with the matched, heavy-duty 
11” x 6” oval speaker in baffled case, it’s right for 
large rooms like lecture halls, laboratories, and 
libraries. 

Teamed up with the Kodak 12-inch Deluxe 
Speaker (or built-in speaker systems), it’s fine for 
auditoriums and gymnasiums. 


BIG pictures to match 

With this new Pageant you can use the extra-powerful 
1200-watt lamp. This, along with the Super-40 Shutter 
that puts 40% more light on the screen than ordinary 
shutters, gives you plenty of light for “long throws” 
and big screens. 


No time out 


ALL Pageant projectors are permanently lubricated. 
This ends forever the biggest single need for main- 
tenance. You never take time out for oiling—never 


Kodak Pageant Projector 
EASTMAN KODAK COMPANY 
Dept. 8-V, Rochester 4, N. Y. 


keep records. Your Pageant is ready to go on with 
the show whenever you are. 
Compact, colorful, budget-priced 


The new Pageant, Model AV-255-S, comes in a single 
case, finished in an attractive tan. It lists for just 
$535*—a small price for such BIG performance! 


See it and hear it at your convenience at 
any Kodak AV Dealer’s. Or, write for details. 


* Price is list and is subject to change without notice. 
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COMING 
EVENTS 





safety field 





Nov. 30-Dec. 5, New York 

American Society of Mechanical 
Engineers, Annual Meeting (Statler and 
Sheraton-McAlpin Hotels). ASME, 29 
W. 39th St.. New York 18. 

Dec. 2-5, Jacksonville, Fla. 

Meeting of Executive Committee of 
Public Utilities Section, National Safety 
Council (George Washington Hotel). 
Dec. 8-9, New Orleans, La. 

Louisiana Safety Association Con- 
ference and Exhibit (Roosevelt Hotel). 
Charles E. Doerler, P. O. Box 1148, 
Shreveport, La 
Dec. 11, Greeley, Colo 

Governor's Little White 
Conference (Community 
Merf. D. Evans, director, 
Highway Safety Council, 
lding, Room 14, 


House Traf- 
fic Safety 
Building) 
Colorado 
State Museum Bui 
Denver 2, Colo 
Jan. 22-23, Milwaukee, Wis. 
Seventeenth Mid-Winter Occupa- 
tional Safety Conference and Exposi- 
(Hotel Schroeder). R. W. Gillette, 


tion 


Safety Conference and Exhibit (Hotel 
Statler Hilton). Bruce Campbell, man- 
ager, Massachusetts Safety Council, 54 
Devonshire St., Boston 9, Mass. 

Mar. 17-18, Fort Wayne, Ind. 

1959 Northeastern Indiana Safety 
Conference and Exhibit. Ivan A. Mar- 
tin, manager, Safety Council, Chamber 
of Commerce of Fort Wayne, Fort 
Wayne, Ind. 

Mar. 23-25, Los Angeles 

Sixth Annual Western Safety Con- 
gress and Exhibits (Ambassador Hotel). 
Joseph M. Kaplan, secretary-manager, 
Greater Los Angeles Chapter of the 
National Safety Council, 3388 W. 8th 


St., Los Angeles 5, Calif 
April 5-9, Cleveland, Ohio 

1959 Nuclear Congress (Cleveland 
Auditorium). Engineers Joint Council, 
29 W. 39th St.. New York, N. Y. 
April 6-10, Cleveland 

1959 Atom Fair. H. F. Grebe, ex- 
hibits manager, International Atomic 
Exposition, Architects Building, Phila- 
delphia 3. 

April 8-10, Gainesville, Fla. 

Sixth Annual Conference on Acci- 
dent Prevention Engineering (Univer- 
sity of Florida). Donald B. Wilcox, 
conference coordinator, University of 
Florida, Gainesville, Fla 





ask the man who wears 


SUPERFIBER 


hell give you these reasons for tts popularity 


“more comfortable fit” 


director, Wisconsin Council 
Wilson St., Madison, 


executive 
of Safety, 1 Ww 
Wis 
Jan. 26-29, Cleveland 

Tenth Annual Plant Maintenance and 
Engineering Show (Public Auditorium). 
Clapp and Poliak, Inc., 341 Madison, 
New York. 


“easy to clean and sterilize” 
“interior and exterior eye appeal’ 


These and many other features make “SUPER- 
FIBER" the Hat and Cap preference of workmen 
who have had the opportunity to wear it... 
available in colors: white, gray, yellow, red, 


oe 
e “cool ventilated suspension” 
a 
a 


Jan. 28-30, Berkeley, Calif. 

Eleventh California Street and High- 
way Conference (University of Cali- 
Institute of Transportation and 
of California, 


tornia 
Traffic Engineering, U 
Berkeley, Calif. 

Feb. 5-6, Los Angeles 

Ninth Annual California Statewide 
Governor's Industrial Safety Conference 

Biltmore Hotel). Michael Flagg, con- 

ference coordinator, 965 Mission St., 
San Francisco. 

Mar. 1-3, Asheville, N. C. 

Southern Safety Conference and Ex- 
position (Battery Park and George 
Vanderbilt Hotels). W. L. Groth, exec- 
utive director, P.O. Box 8927, Rich- 
mond 25, Va. 

Mar. 4-5, Philadelphia 

Twenty-fifth Annual Regional Safety 
and Fire Conference and Exhibit (Belle- 
vue-Stratford Hotel). Harry H. Ver- 
dier, executive director, Safety Council, 
Chamber of Commerce of Greater Phil- 
adelphia, 121 South Broad St., Phila- 
delphia 
Mar. 16-17, Boston 

Thirty-eighth Annual Massachusetts 
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6548 St. Antoine 


tt Jad... 
tn tubes.. 


SkinCote ¢! provides an 
invisible film barrier to 
protect the skin from irri- 
tation and defatting, when 
it is in frequent contact 
with solvents such as: hy- 
drocarbons, carbon tetra- 
chioride, kerosene and de- 
greasing agents .. . also 
effective protection from 
dust-borne irritants, grime 
and greases .. . send for 
complete information con- 
cerning SkinCote ¢! and 
other related products . . . 
if you have a skin prob- 
~ nae let us help you solve 
+. 


green, blue, brown .. . 


send for catalog, try 


SUPERFIBER and be convinced. 


THE BOYER-CAMPBELL COMPANY 
Safety Division DETROIT 2, MICHIGAN 
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Protection of operational plant personnel 

from radiation hazards, while engaged in 

nuclear research, development and related 

operations, is being accomplished by 

safety-minded management and supervi- 

sion with modern, Riggs Radiation Survey 

Instruments. They have found a positive answer in\ the proven 
Riggs Model GB-1 Portable Gamma-Beta Log-linear Survey 
Meter—preferred for its simplicity of design, ideal detection 
ability and wide radiation coverage—all in a single instrument 
for general survey work! 

Highlight features of the GB-1 are its light weight, compactness 
and 3 ranges totaling 0 to 500 R/hr. Fast response, low-level 
range 0 to 1 mr/hr. Other ranges available. 


- (Ba) 


Write for complete information, 
> specifications and prices on all 
> Riggs “GB” Series instruments. 


Manufacturer of Precision Nuclear Instruments 


Be . Cr Cr 


NUCLEONICS CORP. 


717 North Victory Boulevard, Burbank, California 
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Medical Evaluation 


—From page 33 


persons with dissimilar training 
and skills. 

The key person in the evalua- 
tion of the physiological qualifica- 
tions of the applicant or the 
worker is the physician. While 
medical examination findings can 
serve many useful purposes, the 
physician, as part of the place- 
ment team, should develop and 
report his placement recommen- 
dations in “functional capacity 
language.” He should take an 
active part in the consideration 
of capacity-raising and demand- 
lowering efforts as the employ- 
ment team seeks to use every 
means possible to make produc- 
tive use of persons with useful 
skills. His contribution will be 
most effective when there is a 
physical demand analysis recorded 
for every job in the facility in- 
volved. 

Such a program does not focus 
upon persons with physical im- 
pairments which can be labeled 
with medical or quasi-medical 
tags. Rather it focuses on skills, 
aptitudes, interests, and similar 
traits and is geared to the pre- 
sumption that all reasonable 
means will be utilized to make 
productive use of those skills. In 
its day-by-day efforts to adapt 
the worker to the job or the job 
to the worker, it permits absorp- 
tion of the physically handicapped 
into the production program as 
a matter of course. 

Although I have urged that the 
physician avoid the use of medical 
diagnostic terms in making re- 
ports and recommendations con- 
cerning individuals, these terms 
do serve a useful purpose in the 
development of statistical analyses 
carried out to measure the effec- 
tiveness of a program. 

For example, in the Pratt & 
Whitney Aircraft Division of the 
United Aircraft Corporation, the 
well-known aircraft engine man- 
ufacturer, an analysis was made 
of the medical examination tab- 
ulating file as it stood October 
1, 1956. In this analysis, a count 
of the hourly or shop employees 
according to the primary disorder, 
if any, showed that of a total 
number of 27,253 hourly or shop 
employees, 10,472 or 38.4 per cent 
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had at least one defect of suffi- 
‘ient extent to cause some im- 
pairment of functional capacity 
found at the time of the latest 
available medical examination. 
A similar study made in 1951 
showed 37.5 per cent and this pro- 
portion is typical of the past ten 
ears. The rate of employees in 
this division with medical dis- 
orders causing some functional 
mpairment was found in studies 
at various times during the 
ir period 1948 through 1957 
between 24 and 234 times 
among hourly or shop 
orkers as the rate for salary or 
ice vorkers Bureau of Mines Approval No. 1924 
Men who work in atmospheres not immediately 
dangerous to life, but in which the ill effects are 
Rejected Two Per Cent temporary, are completely protected when pro- 
vided with Scott Demand Respirators. Breathing 
= - , ‘ heendind worries are gone. They work more comfortably 
ihe percentage ol employees im and thus produce more. 
vision wit! medical dis- Scott Demand Respirators provide gentle 
de causing some functional refreshing air on inhalation only. There is no 
wasteful, uncomfortable, constant flow to irri- 
‘ tate eyes and nasal passages. Wearers say “As 
mcerted effort to search out comfortable for 8 hours as for 8 minutes.” 
employ the so-called physi- All models can be connected to plant air supply 
handicapped. Over the 10- or high pressure air cylinder systems. Available 
period 1948 thi sh 1957 with half and full-face mask. Write for complete 
Perio vz0 wWirougn 4: vf, information or call your nearest Score Distributor. 
ding applicants who of their 
jlition did not show up to 
mplete the employment process, 
per cent of the applicants 
the employment section se- 


npairment was not the result of 


lected on the basis of skills and 
personal qualifications, other than 
physical qualifications, were 


signed into work 
More than two-thirds of the 4 
per cent who were not signed into 
work were persons rejected by staal tt Siaeie te Fixed Air supply in 
the personnel investigation sec- stallation, using high perpen yn Fv 
pressure air cylinder 
tion. Placement failures charge- Illustration shows eS ee oe 
able to the health and safety sec- a wore eye protection are not 
‘onsistently ran under 2 per — 
each of the ten years and 
1e entire period 
large facility such as this 
proportionately more than 
ce as many shop employees 
show medical disorders causing 
some functional impairment as Portable Demand Res- 
the salaried or office workers ee Seer. 


2 id i : ae paren f ‘ supply or high pressure 
show, a comparison of the ab ames in 


senteeism records is of some in- 
terest. The male shop employee 
is absent about 25 per cent more 
frequently than the male office 
employee, and the female shop 


emplovee is absent : a ver 
ployee is absent about 33 per SAFETY EQUIPMENT DIVISION 
cent more frequently than the 


™ 
female office employee. S ¢ @) T T AV [AT I O N Cc @) 4 Pp . 
In both population groups, the | 211 ERIE STREET LANCASTER, N. Y 
frequency of female absences runs nada: Safety Suppl ‘ ront Branches in principal citi 
lightly more than twice as high Southern Oxygen Ce 7th Street, New York 19, N. ¥ 
Circle Item No. 30—Reader Service Card 
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as the frequency of male absences. 
However, among hourly em- 
ployees only 27 per cent of the 
absences run for more than 4 days. 
Among salary or office workers 
slightly over 50 per cent of the 
absences run for more than 4 days. 
Because non-occupational sick- 
ness and accident absenteeism 
benefits are payable only for ab- 
sences of 4 days or more, the 
average salaried employee files a 
significantly higher number of 
claims and collects a significantly 
greater amount of money under 
this program than does the aver- 
age hourly or shop employee. 
These facts permit no direct 
inference as to the rate of ab- 
senteeism of physically impaired 
employees as compared with the 
rate of absenteeism of physically 
unimpaired employees; but one 
can say that in this particular 
facility the hourly population, 
with a much higher percentage 
of physically impaired workers, 
shows a better record with re- 
spect to non-occupational sickness 
and accident absenteeism insur- 
ance experience than the salaried 


or office population with its much 
lower percentage of physically 
impaired workers. 

In the case of workmen’s com- 
pensation injuries, it is to be 
expected that hourly or shop em- 
ployees would show a much 
higher rate than salaried or office 
employees. 

The cumulative disabling oc- 
cupational injury frequency rate 
for this particular division for the 
ten-year period was 4.22 cases per 
million man-hours worked. The 
highest was 5.9 in 1953 and the 
lowest was 3.2 in 1949. A million 
man-hours represents about 500 
man-years of work. Therefore, a 
disabling occupational injury rate 
of 4 represents 1 disabling occupa- 
tional injury in 125 man-years of 
work. The occupational injury rec- 
ord just cited is not remarkable 
but it is respectable. It was 
achieved in a large manufacturing 
facility where more than 1 out 
of every 3 hourly or shop employ- 
ees could be classified as physi- 
cally impaired. 

The above figures and state- 
ments represent only a small por- 


tion, of course, of the data which 
might be cited to illustrate the 
fact that the type of program I 
have outlined is not a theoretical 
approach based primarily on hu- 
manitarian considerations. It is a 
realistic approach based on sound 
business considerations. If it were 
to be followed universally, there 
would be no need to use the am- 
biguous term “physically handi- 
capped.” 

The final physiological evalua- 
tion of a worker must obviously 
fall to a physician. His evaluation 
will be realistic if: 

@ He learns some of the spe- 
cialized techniques of occupational 
medicine. 

@ He develops and reports his 
placement evaluation in “func- 
tional capacity” language and 
avoids medical diagnostic tags in 
placement recommendations. 

@ He works as part of the em- 
ployment team taking part in the 
consideration of capacity-raising 
and demand-lowering efforts as 
the team seeks to use all practical 
means to the man and his 


skills 


use 








* SANFORIZED 


* ATTRACTIVE 
GREEN 


New 


able 


flame-proof, 
fabric retains 


washings by 
tests! 


bone. 
light molten splash. 


Wheeler F. P. W 
thick collars, quick, 


ton fronts, no raw edges 
prevent gaps. 


Sizes extra liberal to promote 
movement. Ask for latest flyer! 


WHEELER 





FPW 


FLAME-PROOF 
WASHABLE 


coats have double 
release snap but 
all hemmed 
or overedged, and liberal overlaps to 
Adjustable snap cuffs 
free 


PROTECTIVE 
228 West Huron Street, Chicago 10, Illinois 


* SMART STYLING 


wash- 
its 
flame resistance thru 15 
laboratory 
Longer life cuts 
replacement costs to the 
Sheds sparks and 


A new five-fingered reversible asbestos 
glove for use on either hand. Ideal for 
many applications, this glove is avail- 
able lined or unlined styles in Under- 
writer's grade Wheeler weave flame- 
guard treated asbestos. The thumb is 
constructed so that the glove will fit 
comfortably on either left or right hand. 
Strong construction and tough Wheeler- 
Weave fabric make for longest wearing 
qualities. 


APPAREL, INC. 
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SELF- 
ADJUSTING 
INSET 
STRAP 


[- 


This new development in Wheeler’s line 
of industrial leggings means comfort 
and safety. The spring tension chain 
strap readily adapts to any shoe and 
eliminates adjusting nuisance. Positive 
ly positions the flare on the top of the 
shoe to give maximum protection. Does 
not hamper the quick release feature of 
Wheeler leggings, available on con- 
ventional knee length (12” high) and 
also on spats and hip leggings. 


SEND FOR NEW CATALOG 
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For sure, safer cleaning—try Chlorothene 


Superior solvent for production and maintenance cold cleaning 


For any type of industrial job—dip, spray, wipe or bucket 
cleaning—your best bet is Chlorothene® (Dow 1,1,1-trichlo- 
roethane, inhibited). This unique Dow solvent removes grease, 
oil, lubricants and other contaminants quick as a wink, leav- 
ing metal parts and equipment with no oily residue. 


Chlorothene does a topnotch job on many nonmetallic ma- 
terials, too—makes cleaning easier, faster and more thorough. 
And with Chlorothene, you're operating on a new level of 
safety. Chlorothene, with flammability characteristics similar 


Write today for the 
Chlorothene book. THE DOW 
CHEMICAL COMPANY, Mid- 
land, Michigan, Dept. SO 
11S1B-1. 


to trichloroethylene, has no flash or fire point. Its M.A.C. 
rating is 500 ppm. 

If you aren’t using Chlorothene already, there's no better 
time than right now to start. Try it on any production or 
maintenance cold cleaning operation in your plant. Contact 
your Dow solvents distributor—same source of supply for 
Dow Perchloroethylene Industrial, Dow Methylene Chloride, 
and Dow Trichloroethylene in two new types. 


YOU CAN DEPEND ON 
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CARROLL'S 
SAFETY- GUARD 
INSERTS 


Give you BUILT-IN 
Operator Safety and 
Top Performance. 


This radically new Safety Guard In- 
sert with its integrated revolving guard 
gives you the all-important safety fac- 
tor with increased wheel strength and 
efficiency. 


Added economies in production are 
gained from the ready-made molding 
form provided by the Guard. True 
dynamic balance, back flatness and 
concentricity, show consistently close 
tolerances within .010 T.I.R. 


Safe grinding wheels mean increased 
production — use and specify wheels 
with the new Carroll Safety Guard. 

e A Positive Guard on Every Cup Wheel * High 
est Safety Factor * One Piece Assembly 
creased Strength + Light Weight * Fool Proof 
Mounting « No Adjustment Necessary 
Dynamic Balance 


Write for Information 
_ on Carroll's Safety 
Guard Insert 


st. 
10, MASS. 
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OFF THE JOB 


Safety programs for plant and community 





Shorter, Simpler Form 
For Reporting Accidents 


A new, short, simplified form, 
with which to report off-the-job 
disabling injuries, is now avail- 
able at the National Safety Coun 
cil. The Quarterly Summary Off 
the-Job Injuries form has replaced 
the Monthly Summary of Off-the- 
Job Accidents form previously 
used. 

The new form will enable par 
ticipating companies to report 
off-the-job accidents every three 
months instead of monthly, and 
has reduced reportable categories 
to transportation, home and pub 
lic, in preference to these same 
categories subdivided in the pre- 


BY HARRY C. JOHNSON 


NSC Staff Representative, OTJ Safety Committee 


vious form. Also, the new form 
does not request information about 
on-the-job experience. 

In the many years of this ac- 
tivity there have been fewer than 
50 firms sending in reports of 
persons injured off the job. It is 
believed that statistical reporting 
difficulties have hampered proper 
reporting of accidents in this pro- 
gram. 

Undoubtedly, the older form 
has been too complicated and 
lengthy for adequate reporting 
The Industrial Conference of the 
Council, with the aid of the staff 
representative, has decided that a 
shorter, more simple form could 
best be used to gain the same ob- 
jectives. The result is the Quar- 


— 
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has not made the 
€ . 
slip once, since 
° Other slips... maybe, but neve » on A.W. 
she installed Eat neu ties on ow ae 


\ won't slip...no matter how wet the surface. And if 
A. W. ALGRIP! Ma’m’selle owned your plant, no doubt she would install 
A.W. ALGRIP ... all ze way aroun’! There are many advantages. 

Yes, anywhere you install A.W. ALGRIP, you can forget about 
slippery surfaces. Hazardous slipping conditions disappear. Work 
efficiency increases while accident rates and insurance costs drop. 

A.W. ALGRIP Rolled Steel Floor Plate is made by a patented 
process in which a grinding wheel type abrasive is rolled—not 
coalted—to a controlled depth, as an integral part of tough steel 
plate. Wear merely exposes more abrasive ... safety lasts for 
the life of the installation. 

Check your plant for slipping hazards. A.W. ALGRIP provides 
super-safe footing under the most hazardous conditions—even 
on inclined surfaces. Send coupon for A.W. ALGRIP informa- 
tion, today. 


ay Al GRIP ABRASIVE ROLLED 
f STEEL FLOOR PLATE 
, ALGRIP—approved for safety by Underwriters’ Laboratories 


ALAN WOOD STEEL COMPANY 


Conshohocken, Pa. 


oe 





Please send A.W. Accrip Booklet \L-E27 
Name 


Title 


OTHER PRODUCTS: Company 

A.W. SUPER-DIAMOND economy rolled steel Addvens 
floor plate—Plates—Hot and cold rolled ; 

sheet and strip—(Alloy and Special Grades) City 
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No. 61 No. 150 


























0 of TAINER-HANDUNS PROBLEALC > 


cet MORSE SOLVE THEA / 


There's a Morse product for every container- 
handling job. Write for free folder showing 
complete small equipment line, and for catalog 
sheet of any item of special interest. 


No. 150 Hand Truck Accommodates contain- 
ers from 25” to 45” long. 


No. 61 Drum Plug Wrench will remove or 
tighten 95 of all drum plugs 


No. 40 Drum Cradle Truck with four 3” diam- 
eter wheels 


No. 13 Drum Dolly of 2'/2” steel lip; overall 
height 61/2”; diameter 24” 


No. 32 Drum Upender with '4” hook to clear 
largest chime 


. 41 Drum Lifting Hook with 1,000 Ibs 
capacity 

. 18 Bottle Tipper safely handles 5 gal. 
giass bottles 

. 10 Universal Carboy Rocker for conven- 
tional size carboys with outlet 20” 
above floor 


MORSE MFG. CO., 

765 W. Manlius St 

E. Syracuse, N 

Send me your free folder, No. 1057, 
wing complete line of small equip- 


ACCIDENT PREVENTION SIGNS 


For every point of hazard, 
there’s a Brady Accident Pre- 
vention sign to make it safer. 
Low cost, self-sticking signs 
that apply in seconds! 


® Meet A.S.A. and N.S.C. specifications 
® Stick on contact to all surfaces 

® Will not rust, fade, peel, or flake 
® Apply fast, easily 


WRITE FOR FREE WORKING SAMPLES 


— and BULLETIN 145: gives complete 
details on more than 2000 Brady stock 
accident prevention signs. Specials 
made to order. 


BRAD Yee 


Manufacturers of quality self-sticking 
industrial products. Est. 1914. 
724 West Glendale Ave Milwaukee 9, Wis 
69 A 
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terly Summary Off-the-Job In- 
juries form. 

Note the facsimile of the new 
form (front and back) reproduced 
on page 64. Incidentally, multi- 
plant operations are asked to ob 
tain and channel these forms 
through their headquarters plant, 
in order to avoid duplication of 
reporting. 

Requests for a quantity of these 
forms may be sent to the NSC 
staff representative: H. C. John- 
son, Off-the-Job Accident Com 
mittee, Industrial Dept., National 
Safety Council, 425 N. Michigan 
Blvd., Chicago 11. A supply of 
materials will be sent to you by 
return mail, so you can conven- 
iently report your firm’s injury 
off the job statistics. 


Off-job Injuries 
Boost Operating Costs 

Records compiled by a number 
of large companies have shown 
the number of off-the-job injuries 
sustained by their employees to 
be amazingly high—sometimes in 
ratio of 10 to 1 compared with 
the number of inplant injuries for 
the same periods. On the basis of 
such a ratio, the national total of 
man-hours lost because of non- 
work injuries in all industries is 
tremendous. 

Surveys made by several com- 
panies spelled out the conclusion 
that operating costs are definitely 
affected by off-the-job injuries oc- 
curring to their employees be- 
cause: * 

Relief personnel is necessary. 

2. Training of substitute employees 
is necessary. 

3. Equipment is damaged and 
product spoiled by replacement per- 
sonnel. 

4. Additional work loads are placed 
on supervision. 

5. Injured employees on return to 
work are not at par effectiveness. 

6. Accident and health insurance 
payments are increased. 

7. Off-the-job injuries account for 
10 to 20 per cent of disability wages 
paid. 

8. Group life insurance payments 
are increased. 

9. Hospital and surgical insurance 
payments are increased. 


*From Supervisors Safety Manual, 
1956, and report made for the General 
Safety Committee of the Manufactur- 
ing Chemists’ Association by J. S 
Queener and R. H. Albisser. 1954 
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Why safety 
engineers specify 
fire hose 
jacketed with 
DuPont DACRON 


REG. U.S. PAT. OFF 


® STRONGER 

® LIGHTER, EASIER HANDLING 
HIGH ABRASION RESISTANCE 
COMPLETELY RESISTS ROT AND MILDEW 
LOWER OVER-ALL COST 


First-rate firefighting and operational efficiency 
calls for hose that can be put into action fast—and 
provide steady, dependable service year after year. 
That’s why so many safety engineers specify in- 
dustrial fire hose jacketed with 100% “‘Dacron’’* 
polyester fiber. 

Here’s hose that is lightweight, handles easily, 
yet has greater strength than conventional single- 
jacket hose. It shrugs off the harmful effects of rot 
and mildew . . . and stubbornly resists damage by 
chemicals. Tests of the abrasion resistance of hose 
having a single jacket of ““Dacron”’ show greater 
abrasion resistance than hose with double jackets 
of natural fiber. 


*““Dacron” is Du Pont’s registered trademark for its polyester fiber, 


Tests prove how “Dacron” adds years to hose life 
| a ae eee 


antes 


BURIED IN MOIST, WARM SOIL FOR 
28 DAYS in order to test rot and mil- 
dew resistance, hose with jacket of 100% 


“‘Dacron”’ (left) was merely soiled, while 
conventional single-jacket hose (right) 
was severely damaged by bacterial and 
mold colonies. 


Du Pont makes **Dacron” fiber 


SCUFF RESISTANCE TESTED ON 
ABRADING WHEEL determined greater 
toughness of single-jacket hose of 
“Dacron”’ (B). It lasted three times longer 
than rubber-covered hose (C), almost 
twelve times as long as conventional 
single-jacket hose (A). 


. .does 


not manufacture hose. However, we'll 
gladly send you names of manufacturers 
of hose jacketed with 100% “Dacron”’. 


FREE BOOKLET: Outlines properties of hose made 
with “Dacron’’. For your copy, write: E. I. du Pont 


de Nemours & Co. (Inc.), 5518-R Nemours Bldg., 
Wilmington 98, Delaware. 


1958 
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IMMERSION IN 17% SULFURIC ACID 
FOR 24 HOURS resuited in no appar- 
ent damage to single-jacket hose of 
*‘Dacron’’ (A), severe damage to con- 
ventional hose (B). In 2%” hose of 
“Dacron’’ and natural fiber (C), there 


” 


was no damage to “‘Dacron’’. 


REG. U.S. PAT.OFR 


BETTER THINGS FOR BETTER LIVING...THROUGH CHEMISTRY 





Remarkable New 
Discovery — 


a 


_~ 


faulty- 
functioning 
Conductive 
Floors 


Unique in its field, new Formula 63-10 
quickly restores malfunctioning Con- 
ductive floors to peak performance. 


Developed by the LEGGE Co., 
pioneers in Conductive safety, this 
mopping solution is easily applied with 
existing equipment. Often does the 
trick in only 2 applications. If more 
are needed, just follow simple direc- 
tions until readings are stabilized. 
Thereafter, daily mopping with a mild 
solution prevents future mishaps. 


Created specifically for flooring of 
rigid construction, Formula 63-10 has 
successfully revived 

every floor to which it 


IMER_ has been applied. 


For added protection, 
seal rigid conductive 
surfaces with Primer 5B. 


ASK THE 
EXPERTS 


HUBBELLITE, CONGOLEUM- 
NAIRN and other famous makers of 


conductive flooring recommend the 
exclusive use of LEGGE maintenance 
materials. They retain conductivity, 
fulfill requirements of 
‘Lager’ NFPA and all other 
3 omupor 5 Codes. Why wait till 
trouble occurs? Clip 
coupon now for Free, 
informative booklet, 
“One Little Spark.” 


Walter G. LEGGE Co., Inc. 
Dept. N-12, 101 Pork Ave. N. Y. 17, N.Y 
Branch offices in principal cities 
in Toronto — J. W. Turner C 
) Please send me your Free booklet, 

"One Little Spork’’. 





om 
m, at 











Zone State 
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THE SAFETY LIBRARY 





Books, pamphlets and periodicals of interest 


to safety men 


Compiled by Ruth Parks, Librarian, NSC 


Hygiene, Toxicology 


Toxicology 


Industrial Hygiene and 
Second Revised Edition. In three vol- 
umes. Volume I: General Principles, 
1958. Edited by Frank A. Patty. Inter- 
science Publishers, Inc., 250 Fifth Ave- 
nue, New York 1, N.Y. 


THE TEXT’s 21 chapters are 
contributed by 18 authors, includ 
ing Mr. Patty. Subject matter 
thoroughly covers the field of in 
dustrial hygiene. Rapid advances 
in this area during the past 10 
years are emphasized in the sec- 
ond edition by a complete chapter 
on noise problems, and by four 
chapters on heat and its control. 

Subjects, such as ionizing radia 
tion, human engineering and in 
dustrial safety, industrial sanita- 
tion, air pollution, and illumina 
tion, also represent a change of 
emphasis. 

The chapter on human engineer- 
ing introduces basic considera- 
tions in the relationship between 
mechanical design of equipment 
and the biological and physiologi- 
cal characteristics of the operator. 
This is a relatively new concept 
in the field of accident prevention, 
and a number of examples of its 
application are given. 

Industrial noise and the conser 
vation of hearing are covered in 
detail, with a discussion of funda- 
mentals of noise, sound transmis 
sion, how noise affects human be- 
ings, noise measurement, and 
noise control. 

Air cleaning and ventilation are 
discussed thoroughly in two well 
illustrated chapters; and the ven 
tilation chapter contains numer- 
ous illustrative examples on meth- 
ods of calculation. 

All chapters are informative, up 
to date, and written by men who 
know their field well. Some chap 
ters may have more appeal, be 
cause their subject matter is rel- 
atively new, or because they are 
more directly concerned with in 


dustrial hygiene than other chap 

ters. 
However, anyone involved in 
requiring 
evaluation, and control of causes 
and sources of illness resulting 
from the industrial environment 

will find this text valuable. 
Sections on industrial hygiene 
surveys, sampling and analysis, 
ventilation, respiration protective 
devices, and occupational derma- 
toses make this one of the most 
comprehensive texts in its field. 
—Ep ALPAUGH 


situations recognition, 


12th International Congress 
On Occupational Health 

Proceedings of the 12th International 
Congress on Occupational Health, Hel- 
sinki, Finland, 1957. In three volumes, 
paper bound. Prices: Vol. I, 1,000 Fin- 
nish marks; Vol. II, 600 Finnish marks; 
Vol. III, 4,000 Finnish marks. Total 
price for three volumes: 4,500 Finnish 
marks. Order through: Organizing 
Committee, c/o Tyoterveyslaitos, Ha- 
artmaninkatu 1, Helsinki Toolo, Fin- 
land. 


VoLuME I of this series contains 
311 pages of reports by various 
speakers. These cover the latest 
worldwide thinking on many 
phases of industrial hygiene and 
industrial medicine, and are on 
such varied subjects as “The Max- 
imum Acceptable Concentrations 
of Toxic Gases, Fumes and Dust 
in Air,” as observed in Russia, 
and “Shift Work and Health,” by 
Eyv. Thies-Evensen of Norway. 

Volume II, 151 pages, contains 
summaries of all papers presented 
at the Congress. Summaries are 
in English. A French edition is 
also available. Volume II is an 
especially good reference for li- 
braries in the United States. 

Volume III, 622 pages, contains 
the papers, complete with tables, 
charts and photographs. The pa- 
pers are printed in the language 
in which they were presented. 

Subjects covered in Volume III 
include: industrial noise, evalua- 
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How soft can a safety boot be? 


Thom McAn Safety Shoe Division, 25 W. 43 St., N.Y. 36 


Gentlemen: Please send me the following at once 
(Check service required) 


Soft as good kid leather. (Because 
is made of soit kid.) Soft 
(Because it’s lined with 


its upper 
is a glov 
glove leather.) This is just about the 
most comfortable work boot your 
men have ever worn. And one of the 
best-looking, it has all 
the dash, and the rugged good looks, 


too. Bec ause 


Thom NMcAn 


of a flight boot. Built for safety: 
leather-lined steel toe box, Neoprene 
sole and heel. Black only. In sizes 
C &-11, D and E 6-12. Style is S-1046. 
And we'd like you to send us the 
coupon. We'll send you more details 
about our safety shoe service, plus a 
set of free safety posters. Mail it now. 


SAFETY SHOES a Division of Melville Shoe Corporation 
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[) Details of Thom McAn's Special In-Plant Fitting Plan 

() Fully illustrated list of Thom McAn Safety Shoes 

DC Set of safety posters 

(CD Details of Thom McAn's “Special Design” Safety Shoe 
Service 

(C- Address of nearest Thom McAn Safety Shoe Store 

Name. — ee 


Firm 


Address. 





City Zone. State. 
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HOT SPOT 


In your plant? 


Guard dip tanks, spray booths, record vaults against the danger 
of fire! Guard them 24 hours a day with a Kidde fully-automatic 
carbon dioxide fire extinguishing system. Finest fire protection 
on the market today, Kidde systems give you these outstanding 
features that come from more than thirty years’ experience! 


All operating parts completely enclosed to guard against 
fouling or accidental operation. 


No clumsy triggering methods or falling weights. 
Self-contained; no outside power needed. 

Visual indicators to show if system has been operated. 
Easy testing of all operating parts. 

No parts to replace after operation or test. 


Fast-acting, clean carbon dioxide does the job that no other 
extinguishing agent can do: snuffs fire out in seconds, then van- 
ishes into thin air. Won’t harm valuable machinery, leaves no 
mess to clean up. Write for Kidde’s pressure operated carbon 
dioxide fire extinguishing systems booklet today. 


Walter Kidde & Company, Inc. 
1245 Main St., Belleville 9, N. J. 





— 


i 




















——— | 
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tion of invalidity, industrial hy- 
giene norms, human engineering, 
cardiacs and work, shift work and 
health, industrial back, applied 
psychology and occupational 
health, occupational nonsilicotic 
pneumopathies, blood diseases in 
relation to industrial toxicology, 
isotopes in toxicological research, 
radiation — hazards and preven- 
tion, diseases due to stress and 
strain, and industrial nursing. 
—Ep ALPAUGH 


BOOKS AND PAMPHLETS 


Mines 

Causes of Roof-Fall Fatalities in 
Anthracite and Bituminous Coal 
Mines, 1955 and 1956. U. S. Bureau 
of Mines, Publications Distribution 
Section, 4800 Forbes St., Pittsburgh 
13, Pa. 1958. 26pp. Information Cir- 
cular 7869. 

Engineering Control of Health and 
Safety Hazards in Uranium Mines. 
U. S. Bureau of Mines. Publications 
Distribution Section, 4800 Forbes St., 
Pittsburgh 13, Pa. 1958. 20pp. In- 
formation Circular 7834. 

National First-Aid and Mine Res- 
cue Contest. Louisville, Ky., October 
2-4, 1957. U. S. Bureau of Mines. 
Publications Distribution Section, 
4800 Forbes St., Pittsburgh 13, Pa. 
1958. 68pp. Information Circular 
7850. 


Solvents 

Handbook of Organic Industrial 
Solvents. National Association of 
Mutual Casualty Companies. 20 N. 
Wacker Drive, Chicago 6. 1958. 
71pp. 


MAGAZINE ARTICLES 


Aeronautics 

“Takeoff Monitor Computes Run- 
way Roll.” James A. Fusca. Avia- 
tion Week. October 13, 1958. pp. 99- 
100. 


Conferences 

“Safety Men Slash Accident 
Rates.” American Gas Association 
Monthly. October, 1958. pp. 5-7. 
(A.G.A. Accident Prevention Con- 
ference, Louisville, Ky., September 
15-17.) 


Inspection 

“Safety Check List.” Jack E. Bed- 
ford. American Machinist. Septem- 
ber 22, 1958. p. 127. (Reference 
Book Sheet) 


Material Handling 
“Efficient Handling of Carbon 
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Black Shipments.” E. H. Baker and 
J. W. Hamilton. Rubber Age. Oc- 
tober, 1958. pp. 88-90 


Mines 

“Accident-Scene Photographs: Ef- 
fective New Tool in Safety Drive.” 
Coal Age. October, 1958. pp. 124-127. 

“Engineering for Injury and Ac- 
cident Prevention.” H. M. Jackson. 
Canadian Mining Journal. Septem- 
ber, 1958. pp. 85-88 

“Safe Diamond Drill Practice.” 
Paul Gagnon and P. S. Oliver. Ca- 
nadian Mining Journal. September, 
1958. pp. 97-99. 

“Safety With Diesels at Ojibway 
Rock Salt Mine.” Martin F. O’Day. 
Canadian Mining Journal. Septem- 
ber, 1958. pp. 107-110 


Plant Traffic 

“How to Get No-Jam Truck Traf- 
fic.” Charles A. Goodwin. Factory 
Management and Maintenance. Oc- 
tober, 1958. pp. 202-203 


Printing and Publishing 

“A Better Safety Program Means 
More Money to You.” Dean Keefer. 
The Graphic Arts Monthly. October, 
1958. p. 26 
Public Utilities 

“Deep-Driven Transmission 
Grounds Reduce Lightning Out- 
ages.” J. M. Gillespie. Electric Light 
and Power. October 1, 1958. pp. 
47-49 

“Machine Cuts Costs, Hazards of 
Pole Handling.” Edward E. Schle- 
dorn. Electric Light and Power. Oc- 
tober 1, 1958. p 39 


Rubber Industry 

“Safety Programs for the Rubber 
Plant.” J. E. Bedford. Rubber Age. 
October, 1958. pp. 102-103. 


ADDRESSES OF 
MAGAZINES MENTIONED 

Readers are asked to send their re- 
quests for copies of magazine articles 
to the publishers, rather than to the 
NSC Library, which is unable to fill 
such orders 

Rubber Age, 101 W. 31st St., New 
York 36 

American Gas Association Monthly, 
420 Lexington Ave., New York 17. 

American Machinist, 330 W. 42nd St., 
New York 36. 

Aviation Week, 330 W. 42nd St., New 
York 36 

Canadian Mining Journal, Garden- 
vale, Que., Canada. 

Coal Age, 330 W. 42nd St., New York 
36 

Electric Light and Power, 6 N. Mich- 
igan Ave., Chicago 2. 

Factory Management and Mainte- 
nance, 330 W. 42nd St., New York 36. 

The Graphic Arts Monthly, 608 S. 
Dearborn St., Chicago 5 
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SPARKY says: 
Don’t give FIRE 
a place to start! 


® 
use new UREABOR weed ki//er 


Ris 


4 


You can easily keep your grounds free of weeds! 
To destroy vegetation, and prevent regrowth for 
a full season, you need only apply new UrEasor. 
It’s a convenient, concentrated, ready-to-use 
chemical in dust-free granular form for DRY 
application at rates of 1 to 2 Ibs. per 100 sq. ft. 
Small areas may be treated by hand. For large 
areas, special spreaders are available in hand- 
operated and power-driven models. To learn 
more about this safe, nonvolatile, nonflammable 
and noncorrosive weed killer for industry—write! 


AGRICULTURAL SALES DEPARTMENT 


United States Borax & Chemical Corporation 


630 SHATTO PLACE - LOS ANGELES 5, CALIFORNIA 


20 MULE TEAM” BRAND PRODUCT 
® 
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The President's Medal 


Awards made by the National 


Safety Council for successful ap- 


plication of artificial respiration 





YASUKI ARAKAKI, warehouse 


man, Olaa Sugar Company, Ltd., 


Olaa, Hawaii—drowning. 


J. M. ArmstTrRONG, lineman, The 
L. E. Myers Co., Longview, Tex 
—electriec shock. 


Mrs. Guapys Barn, housewife, 
Shelton, Wash.—drowning. 


JAMEs L. BINGHAM, employee 
of Kentucky Utilities Co., Pine 
ville, Ky.—drowning. Certificates 
of Assistance to Dewey F. Mon 
day and Sam Edwards. 


Harry Burns, lineman, Beth- 
lehem Steel Company (Lacka 
wanna, N. Y., plant), Bethlehem, 
Pa.—electric shock. 


Ortyn V. CHEEK, JoHN R. Da 


for instant 


protection from 


serious injury 


SPEAKMAN’ 


safe | 
fixtures 


vis, HucH A. McBripve, WILLIAM 
W. Sautmon, Ernest H. Hayes 
DonaLpD L. FISHER, all employees 
of Sinclair Oil & Gas Company, 
Tulsa, Okla.—gas asphyxiation 

Witt1am J. CONNAWayY, gas 
plant operator, Humble Oil & Re 
fining Company, Houston, Tex.— 
drowning. 


JOSEPH J. CULLEN, station re 
pairman, The Southern New Eng 
land Telephone Company, New 
Haven, Conn.—drowning. 


Rosert T. Hosmon, engineer, 
Tennessee Valley Authority, Tu 
pelo, Miss.—electric shock. 


Hitton H. Houpt, manager of 
Rosebud, Tex., 


operation for 


lifesaver 
emergency 
showers patent pending 


Heavy, drenching shower douses 
flames, washes off acids, chem 
icals. For indoors and outdoors 





Southwestern Electric Service 
Company, Jacksonville, Tex.—as- 
phyxiation caused by concussion 
from fall 

Mack C. JOHNSON, 
Alabama Power Company, Bir- 
mingham, Ala.—asphyxiation 
from accidental hanging. 

A. R. Lacy, subforeman, The 
Texas Company, Houston, Tex.- 


lineman, 


drowning. 


Cart M. LInbDH, power plant op 
erator, Minidoka Project, Bureau 
of Reclamation, Burley, Idaho— 
electric shock. 


E. H. Pace, line foreman, The 
L. E. Myers Co., Longview, Tex 


—electric shock 


CiypE Partin, foreman, Texas 
Zine Minerals Corporation, Mexi 
can Hat, Utah—asphyxiation 
Certificate of Assistance to Wil 
liam H. Haddock 


J. C. Payne, foreman, Asplundh 
Tree Expert Company, Jenkin- 
town, Pa—asphyxiation from 
burial in sand 


aerated 
eye wash 
fixtures patent pending 


Instant relief to eyes from dan 
gerous chemicals, fumes, par 
ticles, smog, etc. Aerated water 
is safe and soothing excel 
lent for eye fatigue 


Speakman Safety Fixtures are furnished in many types and sizes and combina- 


tions. 
your copy. 


Complete descriptions in Safety Booklet S-88-B. Write to Dept. N-12 for 


SPEAKMAN COMPANY 


W | OS 


, | eeomm, 


S ee 
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DISTINGUISHED SERVICE 





Winners of National Safety Council 


Awards for outstanding records 


AWARD OF HONOR 

AVCO-Research & Advanced Dev. 
Div., Lawrence, Mass 

Buckeye Cellulose Corp., Cellulose 
& Specialties, Memphis, Tenn. 

Combustion Engineering, Inc., Nu- 

ear Div., Windsor, Conn. 

The Firestone Tire & Rubber Co., 
Akron, Ohio, Mechanical Building. 

Ford Motor Co., two awards: Brook- 
Mich., Plant; Ford Interna- 
tional Div., Dearborn, Mich. 

General Dynamics Corp., Convair, 
Pomona, Calif., Div 

General Electric Co., Jet Engine 
Dept A.G.T. Div Cincinnati, 
Oni 

Iiughes Aircraft Co., Research & 
Dev. Lab., Culver City, Calif. 

North American Aviation, Inc., two 

ds: Columbus, Ohio, Div.; 

Rocketdyne Div., Canoga Park, 
alif 





JR AWARDS are given by the Na- 
Safety Council to members in 
tion of outstanding achievement 

c ent preventio 


Award of Honor 
\ ble to (a) units which com- 
000,000 man-hours without a 


injury, and (b) units whose 
though not perfect, meet ex- 
standards. These standards take 
unt the previous experience 
I as the experience 
the industry in which it operates. 
A unit must qualify on both frequency 


unit as well 


and severity rates 
2. Award of Merit 
Has similar but less exacting require- 


ments. Minimum number of man-hours 
is 1.000.000 


3. Certificate of Commendation 

For injury-free records covering one 
or more calendar years and _ totaling 
200,000 to 1,000,000 man-hours. 
4. President’s Letter 

For injury-free records covering one 
or more calendar years and totaling less 
than 200,000 man-hours 

Details of eligibility 
may be obtained by wr 
Division 


requirements 
ting to Statistics 
National Safety Council. 
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Oman-Farnsworth-Wright, Karachi, 
Pakistan. 

Rohm & Haas Co., 
Plant. 

Socony Mobil Oil Co., Inc., Research 
& Development Lab., Paulsboro, 
N. J. 

Western Electric Co., Inc., Mont- 
gomery, IIll., Shops. 

Westinghouse Electric Corp., two 
awards: Air Arm Div., Baltimore, 
Md.; Bettis and Clairton Sites, 
Pittsburgh, Pa. 


AWARD OF MERIT 


Allegheny Ludlum Steel Corp., 
Brackenridge, Pa., Works. 

Aluminum Company of America, 
Edgewater, N. J., Works. 

American Can Co., two awards: 
Philadelphia, Pa., Plant; Seattle, 
Wash., Plant. 

American Oil Co., two awards: 
Marketing Dept., Charlotte, N. C., 
Div.; Destrehan, La., Refinery. 

Armco Steel Corp., Sheffield Div., 
Houston, Tex., Works. 

Colgate - Palmolive Ltd., Toronto, 
Ont., Plant. 

Ford Motor Co., five awards: Cleve- 
land, Ohio, Stamping Plant; As- 
sembly Plant, Iron Foundry, Tool 
and Die Plant—all of Dearborn, 
Mich.; Mahwah Assembly Plant, 
Edgewater, N. J. 

General Electric Co., Pinellas Pen- 
insula Plant, St. Petersburg, Fla. 

General Mills, Inc., Mechanical Div., 
Minneapolis, Minn. 

B. F. Goodrich Chemical Co., Avon 
Lake, Ohio, Development Center. 

Gulf States Utilities Co., Beaumont, 
Tex. 

Harvey Aluminum Sales, Inc., De- 
fense Plant Div., Milan, Tenn., 
Arsenal. 

Honokaa Sugar Co., Haina Hama- 
kua, Hawaii. 

The Hoover Co., 
Ohio. 

Humble Oil & Refining Co., Bay- 
town Laboratories, Baytown Re- 
finery, Houston, Tex. 


Bristol, Pa., 


North Canton, 


Industrial Rayon Corp., Covington, 
Va., Plant. 

Interlake Iron Corp., Chicago, IIL., 
Plant. 

Jersey Central Power & Light Co., 
Asbury Park, N. J 

Kentucky Utilities Co., Lexington, 
Ky. 

Lenkurt Electric Co., Ine., San 
Carlos, Calif. 

Lukens Steel Co., 
Products Co. & 
Coatesville, Pa. 

Mississippi Power & Light Co., Jack- 
son, Miss. 

The National Supply Co., Torrance, 
Calif. 

North American Aviation, Inc., Mis- 
sile Div., Downey, Calif. 

Ohio Valley Electric Corp. & Indi- 
ana-Kentucky Electric Corp., Ky- 
ger & Clifty Creeks, System Divs., 
Chillicothe, Ohio. 

Republic Steel Corp., Cleveland, 
Ohio, District. 

St. Regis Paper Co., 
Maine. 

Spencer Chemical Co., Jayhawk 
Works, Pittsburg, Kan. 

J. P. Stevens & Co., Ine. six 
awards: Dunean Plant, Greenville, 
S. C.; Industrial Plant, Rock Hill, 
S. C.: Marland Plant, Andover, 
Mass.; Republic Plant No. 3, Great 
Falls, S. C.; Victor Plant, Greer, 
S. C.; Republic Plant No. 1, Great 
Falls, &. C 

Sylvania Electric Products Inc., 
Microwave Tube Laboratory, 
Mountain View, Calif. 

Tennessee Eastman Co., two awards: 
Acetate Yarn Div., Kingsport, 
Tenn.; Shops & Maintenance Div., 
Kingsport, Tenn. 

Texaco Trinidad, Inc., 
Pierre, Trinidad, B.W.I. 

United States Steel Corp., five 
awards: Sheet Mill, Steel Works, 
Tin Mill—ail of Fairfield, Ala.; 
Tennessee Coal & Iron Div., Steel 
Works and Rail Transportation 
Works—both of Ensley, Ala. 

Western Electric Co., Inc., three 
awards: Omaha Area of Telephone 
Sales Div.—Installation, Omaha, 
Neb.; St. Louis Area of Telephone 
Sales Div.—Installation, St. Louis, 
Mo.; Point Breeze Works Mfg. 
Div., Baltimore, Md. 

Alan Wood Steel Co., Conshohocken, 
Pa. 


Divisions By- 
Lukenweld, 


Bucksport, 


Pointe-A- 


CERTIFICATE OF 
COMMENDATION 


American Brake Shoe Co., two 
awards: American Brakeblok Div.., 
Hq., Detroit, Mich.; Railroad 
Products Div., Hq., New York 
City. 

United States Steel Corp., Camden 
Plant, Delair, N. J. 





Fora More Successful Poster Program 


JUMBO POSTER FOR FEBRUARY 1959 


The Jumbo poster, issued monthly, is designed for outdoor use and is available to members 
on annual subscription but is not stocked. Its actual size is 9 11° by I 


SAFETY BANNER FOR FEBRUARY, 1959 


Here is the attention-getting, monthly cloth banner. Available in two types—indoor 
and outdoor—both are identical in size (10 feet long by 40 inches high), have the 
same general message and multi-color design. Indoor type is of sturdy drill with 
grommets for easy hanging, while the outdoor banner is of extra heavy drill with 
wind vents, ond has strong stitched-in rope for durability 


 ‘giaetaaea illustrated on the follow- 


ing pages are new, and actually 


are printed in two or more colors. 


NOTE: (1) Since a new 1959 poster 


directory is now under preparation, 
selections from the wide variety of 
1958 Directory-listed subjects will be 
filled only as long as stocks are avail- 
able. (2) Most posters appearing in 
NATIONAL SAFETY NEWS in 1958 
will be stocked until October 1, 1959. 


1450-A 


This new four coler poster is Hlustrative of the 
72 four color posters shown in the 1958 Poster 
Directory 








Posters below are printed in two or more colors 


(Available only in sizes indicated) 








KEEP YOUR EYES 
PEELED FOR HAZARDS 






































1503-A 82x11 





KEEP HANDS CLEAR 
OF BAND 


ALWAYS/ 


-_ . 


Agee: 








ADJUST MACHINERY IN MOTION 


PRUTED NE SA 
Onwatrromat savetryr councere 


1474-A 8’ex112 


Electrotypes can be furnished for all posters illustrated above. 
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Posters below are printed in two or more colors 


(Available only in sizes indicated) 


Shackle pin 
moused and 
not riding 
on stay 


Foapnai? 


2 Pain 


FT Ne a WHO WAS 
ve %, 


r 


WEAR SENSIBLE SHOES! CARELESS 





DPwatseeonat savery ceouness MATIOMAL sarcty couNnNcis 


1432-A 8'2x11% 1294-A 8'2x11'2 





‘ake time to 
be SAFE. mn 








7} _..evety TRACK 
> —_ANYWHERE | Prevent squeeze plays 
.-every TIME! Bon right turns! 


PRINTED IH US A 


T-1508-C 5x! NATIONAL SAFETY COUNCHE 


T-1509-A ae Von 1! 
+.18008 V-1513-A 82x11" 





Owearronmar 





POSTER ORDER FORM B’ SIZE 


PRICES A’ SIZE EXCEPT BY SIZE “C’ SIZE 
SHIP TO: EACH ALL PREFIX T-) (PREFIXED WITH T- 


on 1-9 5.15 $ .30 $ .25 $ .35 
Organization _ 10-99 092 22 18 


address__ 1,000-4,999 052 is 12 

City__._ Prices subject to 10% discount to members. Quantity 

i aiehin ehc: prices apply only on a single shipment to one location 

SEND INVOICE TO: Quantity Poster No. Quantity Poster No 

Organization_ 

Address__ 

City___ 

Toe ota, of ____.__ 

ORDERED BY 

Customer's P.O. Number. 
ADDRESS ORDER TO: NATIONAL SAFETY COUNCIL, 425 N. MICHIGAN AVE., CHICAGO 11, ILLINOIS 





Electrotypes can be furnished for all posters ‘illustrated above. 
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YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL 
HANDLING 
DEVICE 


¥ 








TWIN LIFTER 
We 











OPENER 


For Interesting information write 


MERRILL BROTHERS 


56-28 Arnold Ave., Maspeth, N. Y.' 
3-R-6 
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Voice of the 
Reader 


Let’s have your views on 
current topics. You don’t 
have to agree with us 





“News Briefs’’ Lauded 


Decatur, Itt. We look upon 
your “News Briefs” page as an 
outstanding feature of this maga- 
zine. Your kindness in allowing 
us to “lift” articles from this page 
now affords us the opportunity of 
sharing this page with our em- 
ployees. 

Last month I attended my first 
Safety Congress, and returned 
greatly impressed with the earn- 
est endeavor of so many people 
who have made safety their con- 
cern. 

It is my hope that I will have 
the privilege of meeting you per- 
sonally at the 47th meeting. 
—Myron L. ANDERSON, 

Safety Coordinator, 

Spencer Kellogg and Sons, Inc. 


Safety Show Case 
—From page 31 


Other exhibits showed numer- 
ous items applicable to traffic 
safety. 


THOSE WHO WERE THERE 
—And what they exhibited 


Acme Protection Equipment 
Respiratory protection 

Advance Glove Manufacturing Co.— 
Work gloves. 

Aetna Casualty & Surety Co.—Edu- 
cational aids and services, including the 
“Drivotrainer.” 

Akron Brass Manufacturing Co— 
Fire fighting equipment nozzles, cou- 
plings, valves, foam adapters, play pipes, 
and deck pipes. 

Alan Wood Steel Co. 
floor plates. 

American Allsafe Co.—Sweatbands 
and Greenline emergency release. 

American Biltrite Rubber Co.—Rub- 
ber, composition, and neoprene safety 
soles. 

American Brattice Cloth Corp.—Pa- 
trol light warning signals, ventilation 
tubing, flame resisting jute and canvas 
curtains. 

American Chain and Cable Co.—Sling 
chain and chain assemblies and wire 
rope slings. 

American 


Co.— 


-Abrasive steel 


Industrial Safety Equip- 


| 
| 
| 





| 


| 
| 
| 


Yes, you 
ED. 
conductive 
floors 


WITH THE ONLY 
CONDUCTIVE WAX 
THAT CARRIES 
LLNS) 2, | ee 


Huntington C-2C Conductive 
Wax, listed by 
as being safe for electrically 
makes it 


Underwriters’ 


conductive floors -—- 
possible for you to simplify 
conductive floor care and im- 
prove aseptic conditions. See 
your Huntington 
tive for complete details and 
write for free booklet, “How 
to Maintain Conductive 
Floors.” 


representa- 


HUNTINGTON 49 LABORATORIES 


INCORPORATED 
Huntington, Indiana 
Philadelphia 35, Pennsylvania « Toronto 2, Ontario 


HUNTINGTON 


... Where research leads to better products 
Circle Item No. 44—Reader Service Card 
77 
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= “a '- VI ~~: a 
when Seconds count 


AS 
EMERGENCY BLANKET 


and Quick Release 


WALL CANISTER 


Allows for conspicuous placement 

throughout the work area. Blanket 
releases instantly or 
entire unit may be 
lifted from the wall 
and carried to point 
of use. 








Canister is of heavy 

gauge metal. 8%” di- 

ameter by 20” high. 

‘ Bright red enamel fin- 

WRITE FOR ish. Woolen or as- 


BULLETIN No. 94 bestos blanket may be 


furnished. 


Safety Equipment for all Industries 
INDUSTRIAL PRODUCTS COMPANY 


2850 N. Fourth Street Philadelphia 33, Pa. 


QE 
a, CABLE 

sx gge | §— TRAY 
CATALOG 


v4 for oll Types. of 


Completely illustrated 
with full data and specifications on 
GLOBETRAY :.. the Superior Ladder type tray 
CABLE-STRUT .. . the Superior Basket type tray. 

Interchangeable at any point in the system 

A must for architects, consulting engineers, and 
designers interested in trays for the support of 
cables, wiring and tubing used for power and 
communication instrumentation, where speedier 
installation is desired. A full line of accessories is 


available 
Write for your copy TODAY 


PRODUCTS DIVISION THE GLOBE co. 


Chicago 9 


Circle Item No. 446—Reader Service Card 


ment Co.—Face shields, goggles, and 
work gloves. 

American LaFrance Corp.—Fire fight- 
ing apparatus 

American Mat Corp.—Rubber, vinyl, 
wood, and steel mats. 

American Optical Co.—Head, eye, and 
respiratory protection, protective cloth- 
ing, and safety specialty products. 

American Optometric Assn.—Promot- 
ing vision conservation for safety on 
the highways and in industry. 

Ampco Metal, Inc.—Non-sparking 
tools 


SE of a safety belt is demonstrated 
by Clarence W. Rose 


Ansul Chemical Co.—Fire fighting 
equipment 

Antrex Corp.—Battery-powered pub- 
lic address megaphones, helmet radios, 
and portable tape recorders. 

Arcadia Manufacturing Co.—Plastic 
coated work gloves and aprons 

Award Incentives, Inc.—Programs 
emblems, plaques, and _ trophies. 

Ballymore Co.—Rolling safety step- 
ladders, movable work platforms, access 
lifts, and hydraulic lift work platforms 

Bashlin, William M., Co.—Linemen’s 
and industrial safety equipment 

Bausch & Lomb Optical Co.—Safety 
glasses and sight-testing equipment 

Becker Surgical Suysply—First-aid 
kits and supplies, oxygei emergency 
units. 

Beltone Hearing Aid Co—Audio- 
meters 

The Beryllium Corp.—Non-sparking 
tools. 

Best, Alfred M., Co.—Safety Main- 
tenance Magazine, Best's Safety and 
Maintenance Directory, Your Safety 
News. 

Bethlehem Steel Co.—Wire rope and 
slings, sling palletizing, boom pendants. 

Blackhawk Manufacturing Co.—Hy- 
draulic rescue equipment. 

Bradley Washfountain Co.—Group 
washing equipment. 

Brady, W. H., Co.—Self-sticking signs 
and pipe markers 
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New amplifier 


battles ‘noise’ 


Four-stage junction diode amplifier was developed at Bell 
Telephone Laboratories by Rudolf Engelbrecht for mili- 
tary applications. Operates on the “varactor” principle, 
utilizing the variable capacitance of diodes. With 400-m« 
signal, the gain is 10 db. over the 100-mc. band 


A new, more nearly noise-free amplifier for military applications has 
been developed at Bell Telephone Laboratories, illustrating again the 
tremendous possibilities of semiconductor science. 


The development began with research which Bell Laboratories scien- 
tists were conducting for the U. S. Army Signal Corps. The objective was 
to reduce the “noise” in UHF and microwave receivers and thus increase 
their ability to pick up weak signals. 





The scientists attacked the problem by conducting a thorough study 
of the capabilities of semiconductor junction diodes. These studies led to 
the conclusion that junction diodes could be made to amplify efficiently 
at UHF and microwave frequencies. This was something that had never 


been done before. The theory indicated that such an amplifier would ' % A 
exceptionally free of noise. q 

At Bell Laboratories, development engineers proved the poi Rah 
developing a new kind of amplifier in which the active elements ure | Abe 
tion diodes. As predicted, it is extremely low in noise and efficiently am- «. 
plifies over a wide band of frequencies. ‘ 


The new amplifier is now being developed for U.S. Army Ordnance 
radar equipment. But it has numerous other possibilities. In radio astron- 
omy, for example, it could be used to detect weaker signals from outer 
space. In telephony, it offers a way to increase the distance between relay 
stations in line-of-sight or over-the-horizon communications. 


BELL TELEPHONE SYSTEM 








A FEW DOLLARS IN 


Ampco SAFETY Tools 


MIGHT HAVE PREVENTED THIS! 


What if fire or explosion hit your plant tomorrow? 
Think of the damage that could be done—the lives and 
the time that could be lost! Unless you have money to 
burn, it’s simply too expensive to gamble on guing with- 
out the low-cost protection of Ampco Safety Tools in 
hazardous areas. 

Factory Mutual Laboratories approve Ampco Safety 
Tools for use in many locations where a hot spark could 
mean paralyzing disaster. 

Ampco has the world’s most complete line of safety 
tools — more than 400 types and sizes — including the 
Ampco All-Purpose Bung Wrench (shown below) which 
fits 20 different closures. 


Catalog ST-10 tells which 

Ampco Safety Tools to choose 
for your particular requirements. 
Write for free copy today. 


<i 


AMPCO METAL. INC. Dept. 208L, Milwaukee 46, Wis 
West Coast Plant: Burbank * Southwest Plant: Garland (Dallas County), Texas 
In Canada: Safetv Sunoly Co.. Toronto. Ont. 
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Breck, John H., Co.—Hand, hair, and 
scalp cleaners. 

Brossard, Lester L., Co.—Traffic mir- 
rors and lane markers. 

Browne, Stewart R., Manufacturing 
Co.—Electrical safety equipment, explo- 
sionproof inspection lights and flash- 
lights, grounding devices. 

Brulin & Co.—Floor treatments, de- 
tergents and disinfectants 

Buffalo Fire Appliance Corp.—Fire 
fighting equipment 

Buhrke, R. H., Co.—Occupational 
safety equipment, products for con- 
struction and maintenance. 

Bullard, E. D.,Co.—General industrial 
safety equipment 

Campbell Chain Co.—Sling chains 

Chance, A. B., Co.—Hot line main- 
tenance tools, new tool insulation 

Chemical Corp.—Protective hand 
creams, cleaners, and lotions 

Chicago Eye Shield Co.—Head and 
eye protective equipment. 

Clark, J. R., Co.—Industrial ladders 

Columbus McKinnon Chain Corp. 
Alloy steel sling chains. 

Cunningham, M. E., Co.—Safety 
marking tools 

Daisy Manufacturing Co—Air rifles 
for training. 

Davis Emergency Equipment Co. 
Respiratory protection, combustible gas 
indicators, general safety and first-aid 
equipment. 

Detrex Watchclock Corp.—Watch- 
men’s clocks. 

AMF De Walt Div.—Woodworking 
equipment. 

Dockson Corp.—Welding equipment, 
face, eye, and respiratory protection. 

Doho Chemical Corp., Mallon Div.- 
Burn remedies. 

Dow Corning Corp.—Eyeglass cleaners 
and cleaning stations, shoe preservers 

Duo-Safety Ladder Corp.—Wood and 
aluminum ladders and stages. 

Du Pont de Nemours, E. I., and Co. 
Flame-retardant treatments for fabric 
and paper, floor waxes, protective 
creams, neoprene products 

Eagle Manufacturing Co.—Safety cans, 
oilers, containers for flammable liquids 

Edmont Manufacturing Co.—Coated 
fabric work gloves. 

Elkhart Brass Manufacturing Co 
Fire fighting equipment, test pumps for 
extinguishers. 

Elliott Service Co.—Safety displays, 
training aids. 

Emerson, J. H., Co.—Resuscitators, 
inhalators, and safety matting. 

Federal Sign and Signal Corp.—Sirens, 
bells, horns, warning lights. 

Fendall Co.—Head and eye protective 
equipment. 

Fibre-Metal Products Co.—Head and 
eye protection, welding accessories. 

Fine Organics, Inc.—Safety solvents. 

Ford Motor Co.—Safety equipment 
for automobiles. 

Frommelt Industries—Welding shields 
and protective curtains. 

Fyrepel Products, Inc.—Aluminized 
glass cloth protective clothing. 

Fyr-Fyter Co.—Portable and fixed 
fire protection equipment. 
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General Fire Extinguisher Corp. 
Extinguishers and allied products. 
Geotechnical Corp.—Instruments for 
ecording the intensity of blasts 
Glendale Optical Co.—Goggles and 
face shields 

Globe Co.—Grating and stair tread 
materials 

Grinnell Co.—Fixed fire protection 
ystems, engineering and _ inspection 
service 
Gro-Cord Rubber Co.—Neoprene and 
rubber slip-resistant soles and heels. 
Hamilton Watch Co.—Awards and 
neentives 

Hi: Drinking Faucet Co.—Emer- 
gency eye-wash fountains, showers, and 
goggle-cleaning fountains 

Hild Floor Machine Co.—Regular and 
explosionproof vacuum cleaners and 
#} h 


a" > 


aa 


H. W. BEEGLE, dean of exhibitors, ex- 
plains some fine points of machine 


lardir 


Hopfeld Industrial Manufacturing Co. 
Fibrous glass ladders 
Hygiene Research, Inc Protective 
ts and fogproofing cloth for 
goggles and windshields 
Hytest Safety Shoe Div., International 
Shoe Co.—Safety footwear for industry, 
including conductive and atomic ex- 
posure type s 
Industrial Acoustics Co.—Audiometric 
examination rooms, technical literature, 
and hearing conservation programs. 
Industrial Gloves Co.—Work gloves of 
pes 
Institute of Industrial Launderers-- 
industrial launderers and 


Corp.—Torches and fur- 

naces 

Interstate Rubber Products Corp.— 
Traffic cones for traffic control. 

Iron Age Safety Shoe Div., H. Childs 
& Co.—Line of safety footwear for men 
ana women 

Jackson Products Air Reduction Sales 
Co., Division of Air Reduction Co.— 
Head, face, and eye protection, welding 
equipment, resuscitation apparatus. 

Jomac, Inc.—Protective clothing and 
work gloves 

Jones & Co.—Full-vision visor gog- 
gles 

Jones & Laughlin Steel Corp.—Wire 
rope and slings. 
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Para-Vinl . . . a dense, 

light gravity soling ma- 

terial with super resist- 

ance to oil, heat, acids 

and caustics. Altho light in 

weight, Para-Vinl equals or 

surpasses required safety box 

toe compression standards. Try 

Para-Vinl, the ideal new safety 

shoe soling material . . . you will 
be amazed at the difference! 


Available in a full 
size range in colors 0-CORD 
Black, Brown, Oak GR a sonnei RUBBER co. 
14-11 iron = LIMA, OHIO 
reduced shank 
Sizes 7 through 14. Conedlon Plant 
GRO-CORD RUBBER CO. of CANADA LTO 
| Tilhhonburg, Ontario Gci3 
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SURVEY REPORTS 
SKIN DISEASE IS INDUSTRY’S 
NO.1 HYGIENE PROBLEM 


Here’s What To Do About It In Your Plant 


Recently, 2,177 major plants were surveyed by a market analyst 
to discover their No. 1 skin hygiene problem. The overwhelming 
majority of replies said: SKIN DISEASE. 


The reasons for this answer: 
—skin disease means costly medical treatment 
—skin disease means prolonged absenteeism 
—skin disease means worker dissatisfaction 
and compensation claims 


What can you do in your plant to fight this problem? Call in an 
SBS skin cleanser representative. Most skin disease troubles can 
be traced to improper cleaning or use of the wrong cleaners. Your 
SBS representative is the man most completely equipped to study 
the situation and offer measures to improve it. He'll check all the 
conditions in your plant and recommend . . . not just a soap, but a 
planned corrective skin hygiene program for safe skin cleansing. 
Because Sugar Beet Products produces a complete range of cleansers, 
the SBS man can recommend the exact ones for your needs. Many 
famous firms are protected by SBS skin cleanser programs. Why not 
write us today? Dept. 58-L12. 


SAGINAW, MICH. * Los Angeles, Calif. © Newark, N.J 


CANADA: Chemical By-Products, Ltd., Toronto, Ontario 
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Junkin Safety Appliance Co.—Power 
press guards, grinding wheel shields, 
stretcher equipment. 

Justrite Manufacturing Co.—Safety 
cans, electric flashlights and lanterns, 
fire extinguishers. 

Karel First Aid Supply Co.—Hospital 
equipment and medical supplies. 

Kelley Paint Co.—Skid-resistant and 
fire-retardant paints 

Keystone View Co.— Vision-testing 
equipment and projectors. 

Kidde, Walter, & Co. Fire detecting 
and extinguishing equipment, ultrasonic 
burglar alarms. 

Kimball Safety Products Co.—Per- 
sonal protective equipment. 

Klein, Mathias, & Sons—Linemens 
protective equipment and tools. 

Knapp Bros. Shoe Manufacturing 
Corp.—Safety shoes. 

Kunz, J., Glove Co. — Linemens 
bridgemens’, and welders’ gloves. 

Leeder Manufacturing Co. — Dry 
chemical fire extinguishers. 

Legge, Walter G., Co—Floor main- 
tenance materials, conductive coatings 
static eliminators. 

Lehigh Safety Shoe Co.—Leather and 
rubber safety footwear. 

The Lightfoot Co.—Skin cleansers and 
conditioners. 

Lowery Bros. Inc.—Wire rope slings 
and splicing service. 

McAn, Thom, Safety Shoe Div. 
Safety shoes. 

McDermott, Julian A., Corp.—Light- 
ing for industrial, municipal, utility, 
and aviation use. 

McDonald, B. F., Co.—Industrial safe- 
ty equipment. 

McKay Co.—Chain, slings and attach- 
ments. 

Maico Electronics, Inc. — Auditory 
equipment for hearing conservation. 

Marsh & McLennan, Inc.—Insurance 
and safety service 

Martindale Electric Co.—Dust masks, 
eye protectors, electric test instruments. 

Masury-Young Co Floor mainte- 
nance materials. 

Medical Supply Co.—Unit first-aid 
supplies, snakebite kits, first-aid burn 
kits. 

Metropolitan Life Insurance Co.—Ma- 
terials for use in community health and 
safety programs. 

Micro-Switch Div. of Minneapolis- 
Honeywell Regulators Co.—Safety in- 
terlock switches and electric controls 
for power machines. 

Milburn Co. Protective creams, 
waterless hand cleaners, protective 
clothing, work gloves. 

Miller Equipment Co. — Industrial 
safety belts, linemens’ equipment. 

Mine Safety Appliances Co.—Safety 
equipment for all industries. 

National Medical Supply Co.—In- 
dustrial first-aid supplies and instru- 
ments. 

Newco Manufacturing Co.—Wire rope 
fittings, safety hooks, choker hooks, 
clamps. 

Notifier Corp.—Automatic fire detec- 
tion, sprinkler, watch and supervisory 
control systems, audible signals. 

Occupational Hazards — Publishers, 
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Occupational Hazards magazine. 

Onox, Inc. — Skin tougheners for 
prevention of athlete’s foot 

Osborn Manufacturing Corp.—Safety 
pliers and tongs for feeding punch 
presse Ss 

Oxygen Equipment and Service Co.— 
Respiratory equipment 

Oxy-Gear, Inc. — Oxygen inhalator 
kits 

The Pac-Kit Co.—Unit first-aid kits, 
snakebite kits, burn treatment. 

Packwood, G. H., Manufacturing Co. 

Skin cleansers and dispensers. 

Patent Scaffolding Co.—Wood, alumi- 
num and magnesium ladders, scaffold- 
ing, sidewalk canopies, steel grand- 
stands 

Perfect Circle Corp.—Piston rings, 
sleeve castings, driving aids 

Petersen Engineering Co.—Tension 
stringers, earth augers, and other line 
construction equipment 

Pioneer Rubber Co 
gloves 

Portable Light Co 


alarm sirens 


Neoprene work 
Searchlights, 


Porto-Clinic Instruments, Inc. — 
Driver testing and training equipment, 
visual aids for traffic safety 

Positive Safety Manufacturing Co.- 
Power press guards. 

Prairie State Products Co 

nd bulletins. 
ss Industries, Inc 


— Safety 
Safety gog- 


Protectoseal Co. Equipment for 
handling flammable liquids 

Pulmosan Safety Equipment Corp.— 
Respirators, eye protection, helmets, 
protective clothing, work gloves. 

Putnam Rolling Ladder Co.—Fibrous 

s reinforced ladders, oak rolling 
ladders 

Pyrene-C-O-Two Div., Fyr-Fyter Co. 

Carbon dioxide and dry chemical ex- 
tinguishers and systems, smoke detec- 
tors 

Racine Glove Co.—Work gloves and 
protective clothing. 

Radiator Specialty Co 
cone guides. 

Randolph Laboratories, Inc.—Carbon 
lioxide extinguishers, dry chemical 
automatic systems. 

Riegel Textile Corp., Industrial Glove 
Div.—Work gloves 


Rubber traffic 
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Rockwood Sprinkler Co.—Automatic 
fire protection systems 

Rose Manufacturing Co.—Industrial 
and automobile safety belts, ladder ac- 
cessories. 

Safeguard Manufacturing Co.—Press 
guards. 

Safety Box Toe Co.—Stee]l toes for 
safety shoes. 

Safety Clothing and Equipment Co.— 
Protective clothing and equipment. 

Safety First Products Corp.—Fire ex- 
tinguishers. 

Safety First Shoe Co.—Safety shoes. 

Safety Tower Ladder Co.—Safety 
equipment for scaffolds and fixed lad- 
ders. 


EMPLOYEES WILL 


STOP 


LOOK 


Saf-T-Boom, Inc.—Crane attachment 
for protection against power lines. 

Salisbury, W. H., & Co.—Linemens’ 
protective equipment. 

Sarole, Inc.—Equipment for trans- 
porting the injured. 

Sawyer-Tower, Inc. 
clothing. 

Scarlett, C. D., Co. 
passes. 

Schrader’s, A., Son—Pneumatic press 
controls, valves, cylinders and related 
products. 

Scott Aviation Corp 
breathing apparatus, 
respirators. 

Searjeant Metal Products, Inc.—Press 


Protective 


Pedestrian over- 


Self-contained 
inhalators and 


and READ 


MESSAGES POSTED ON 
DIAMOND BULLETIN BOARDS 


They can SEE your messages posted on DIAMOND 
BULLETIN BOARDS because DIAMOND BULLETIN BOARDS 
are illuminated for easy reading day and night; and they 
are ventilated, so the glass will not fog in any weather. 

For complete construction and performance details 


write for bulletin. 


SAFETY FIRST SUPPLY COMPANY 


425 MAGEE STREET * PITTSBURGH 19, PA. 
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90% of overhead 
Servicing can be 
done faster and 
safer with these 


ECONOMY Hi-Reach 


84 


Telescopers! 





Model PUL 





Hi-Reach Telescopers 
Four heights 20 ft. to 35 ft 
Stenderd Models from $1510.00 up 


Model PUL 
Three Standard Models 
No. 1 — Lift 10’ 9” $370.00 
No. 2 — Lift 11’ 9” $390.00 
No. 3 — Lift 15’ 0” $400.00 
Rubber tired wheels $10.00 extra 
F.O Chicago 
Custom built Hi-Reach Tele- 
scopers up to 100 ft. Write for 
complete catalogue. Economy 
Engineering Co., 4518 W. Lake 
St., Chicago 24, Ill., 342 Madison 
Ave., New York 17, N.Y. 


COnNnNOoOnM YT 
GUN iBifiRLwINe 
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guards, controls and accessories 

Sellstrom Manufacturing Co. 
and eye protective equipment. 

Speakman Co.—Emergency showers, 
eye wash fountains, and plumbing fit- 
tings. 

Standard Safety Equipment Co. 
Personal protective equipment. 

Stanton Scientific Eqiupment Co 
Resuscitators. 

Stephenson Corp.—Resuscitators and 
measuring alcohol in the 


Head 


devices for 
blood. 
Stonehouse Signs, Inc 
and warning signs. 
Stop-Fire, Inc.—Extinguishers 
Surety Rubber Co.—Personal protec- 
tive equipment for linemen and in- 
dustrial workers. 
Surty Manufacturing Co.—Machine 
guards, manufacturers, dust collectors 


Directional 


MODELS of material-handling equip- 
ment suggested a toy department at 
Christmas. 


Swivelier Co.—Lighting equipment. 

Taylor, S. G., Chain Co.—Alloy steel 
sling chains and accessories 

Tect, Inc.—Safety solvents. 

Titmus Optical Co.—Safety eyewear, 
ophthalmic instruments. 

Union Wire Rope Corp 
slings and tow lines 

United States Rubber Co. 
clothing and footwear 

United States Safety Service Co 
Eye protective equipment 

Wagner Sign Service, Inc 
able copy displays. 

Watchemoket Optical Co Plastic 
safety glasses, luminous safety signs 

Welsh Manufacturing Co.—Eye pro- 
tective equipment. 

Westline Products Div., Western 
Lithograph Co.—Self-adhering 
signs and pipe markers. 

Wheeler Protective Apparel, Inc. 
Protective clothing for heat and ab- 
rasive hazards. 

Williams Jewelry & Manufacturing 
Co.—Safety awards, plaques, trophies, 
incentives. 

Willson 
Co.—Eye, 
protection. 

Wilson Rubber Co., Division of Bec- 
ton, Dickinson & Co.—Rubber and 
plastic work gloves. 

Wolverine Shoe & Training Corp. 
Safety shoes. 


Wire rope 


Protective 


Change- 


safety 


Products Div., 
face, head and 


Ray-O-Vac 
respiratory 





Thy: 
ONOX 


/4L 


ATHLETE’S 
FOOT 


74 of the 100 Largest 
Manufacturers Use 


ONOX’ 
SKIN-TOUGHENER 


Modern research has upset old 
theories about Athlete’s Foot con- 
trol. Skin specialists have proved 
that the best way to prevent Ath- 
lete’s Foot is toimprove the skin’s 
condition. That's what ONOX 
does. ONOX mineral salts 
toughen the skin and make it re- 


sistant to fungus growth. 


e No Splash 
Odorless 
Easy to Maintain 


Relieves tired, 
aching feet 





60 DAY TRIAL OFFER 
Order any amount of ONOX and 
Footmats. Pay nothing unless fully 


satisfied after 60 days’ use. 


ONOX, INC. 


125 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 
Warehouses: BROOKLYN - CLEVELAND 
NEW ORLEANS NEWARK, CALIF. 
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It warns men 
he can't! 





BULLARD MECHANICAL 





Back-Up Alarm 


Almost every day on some crowded job 
site, with trucks maneuvering forwards 
and backwards, a driver grinds into re- 
rear vision is blocked... then 
tragedy! 


verse 


This simple, failproof, mechanical back- 
up alarm never forgets to warn men be- 
hind. A loud klaxon-like bell rings the 
minute wheels turn in reverse. It is a 
complete self-contained unit that can be 
easily installed on almost all vehicles 
with conventional wheels 


Write for technical literature, installation 


instructions and test reports 


(ouuara 


SS 
SS 
“=n 


























E. D. BULLARD COMPANY, Sausalito, California | 
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CONSULTATION 
CORNER 


By L. C. Smith, 


Industrial Department, NSC 





Got a problem in accident 
prevention or occupational hygiene? 
Questions are answered by mail, 

a few of general interest 


being selected for publication here. 


Eye Cataracts 

From Infrared Radiation 
Question: We are contemplating 

installing infrared space heaters 

in our operations. We have heard 

that exposure to infrared radia- 


ion is likely to cause eye cata 
racts. Do you have any informa- 
tion to substantiate this state- 


ment? 


Answer: There have been sev- 


| eral studies made on the effect of 


infrared radiation among _ glass 
workers. These studies showed 
complete negative results in a 


group of glass-blowers exposed to 
high levels of infrared radiation. 

Assuming these space heaters 
are going to be installed in such a 


manner that the workers are 


going to be some distance away 
| and not in a position where they 


have to look directly into the rays 
of the heater over long periods, 
you would not have a problem, as 
far as the development of eye 
cataracts is concerned. 

Distance plays important 
part in protection against infrared 
radiation, since the intensity var- 
ies inversely as the square of the 
distance. In other words, at a 
distance of four feet the intensity 
would only be 1/16th as much as 
at a distance of one foot. Since 
the output of most heaters of this 
type is relatively keeping 
employees from close proximity 
to the heaters further reduces the 
intensity. 

However, before installing 
heaters of this type, it would be 
desirable to find out from the 
manufacturer the intensity of the 
infrared radiation. 


an 


low, 





FITE RITE 
BLANKET 


Gplit-Secand 
fire protection 
in the 


Fjp-Qpen 
0 





...made of J-M Asbestos 
Cloth by prominent 
Chicago manufacturer 


@ Here's an excellent unit for on-the-spot 
handling of fires—the Fite Rite Blanket in 
the flip-open case for split-second protec- 
tion of equipment and personnel. Made of 
Johns-Manville Asbestos Cloth—in com- 
mercial and Underwriters’ grades to AAA 
the Fite Rite Blanket is produced by 
Cotton Goods Mfg. Co., 216 N. Clinton 
St., Chicago, Ill. Standard blankets and 
curtains made of J-M Asbestos Cloth are 
also included in the Fite Rite Line. 
Fabricators of top-quality clothing, cur- 
tains, and other protective materials offer 
J-M Asbestos Cloth in the forms that are 
most practical in your operation. For the 
name of your local distributors and fabri- 
cators of products made of J-M Asbestos 
or for free booklet TX-2A—write 


Johns-Manville, Box 14, New York af 
16. In Canada, Port Credit, Ont. JM 
Johns-Manville 
Asbestos Textiles 
| : y 


L 
e &, 
Fi ( 
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CO 


Hammerlok 


COUPLING LINK 


Make your own 
HERC ALLOY 


Chain Assemblies 


with all components furnished from 
your distributor's stock. 


NO PEENING NO WELDING 


@ Hammerlok is made of alloy 
steel...is stronger than Herc- 
Alloy chain...is thoroughly 
field tested. 


@ Write for literature or ask 
your industrial distributor 
about Hammerlok. 


@ MADE BY the makers of Herc-Alloy... 
the original alloy steel chain. 


HOISTS AND CHAIN 


COLUMBUS McKINNON 


CHAIN CORPORATION 


TONAWANDA, NEW YORK 


DISTRICT OFFICES: NEW YORK 
CHICAGO « CLEVELAND 


In Canada: McKinnon Columbus Chain Limited, 
St. Catharines, Ontario 
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PERSONALS Work Safely 


News of people in safety 


and related activities 





Spence Heads MCA 
Safety Committee 


S. F. Spence of American Cy- 
anamid Company was elected 
chairman of the Manufacturing 
Chemists’ Association’s General 
Safety Committee at a workshop 
in Houston, Tex., attended by ap- 
proximately 70 safety officials 
from chemical plants in Texas and 
Louisiana. The workshop was 
sponsored by the MCA in coopera- 
tion with the Texas Chemical 
Council. 

Mr. Spence, director of Safety 
and Loss Prevention for Cyan- 
amid, succeeds G. L. Gorbell of 
Monsanto Chemical Company. 
New vice chairman is J. S. 
Queener, manager of the Safety 
and Fire Protection Division of 
E. I. du Pont de Nemours & Co. 

Mr. Spence, a graduate of New- 
ark College of Engineering, has 
been active in the industrial safety 
field since 1934. His present duties 
include administration of a safety 
program for Cyanamid’s 46 plants 
in the U. S. and Canada. He is 
chairman of the Safety Standards 
Board, American Standards As- 
sociation, and a member of the 
ASA Executive Committee. 

The over-all chemical industry 
safety record is one of the best 
in the nation. The chemical in- 
dustry average is 3.55 injuries per 
million man-hours worked, while 
the rate for all industry is 6.27. 
The rate for days lost by chemical 
workers as a result of on-the-job 
injury is 27 per cent below the 
national average. 


Ricuarp M. Dayous has been 
appointed director of ground 
safety for the 20th Air Division 
(Central Air Defense Force, 
ADC) at Richards-Gebaur Air 
Force Base, Missouri. 

For the past three years, Mr. 


| metal treads. 


on 


1 to 12 Step 
-Ladder-Stands 


Roll Easily! 
Soecial casters 
retract auto- 
matically 
under users 
weight — 9 
steps and over 
feature foot 








activated front 
caster brake 





2 


Sturdy! 
SQUARE 
tubular steel 
frame. All- 
welded steel 
construction. 
Safe expanded 


























Special taper lets 
you stand closer to 
your work, Entire 
unit finished with 





rust-resistant 
aluminum coating. 
FREE 
CATALOG! 











ALUMINUM 
LADDER CO, 


Dept. £7 

Worthington, Pa. 
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WASHING 
FOUNTAIN 


7 


Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
first aid treatment for any chemical 
eyes. Records prove that washing with 
for ten minutes or more, clos@ to the 
cident, is necessary to reduce or eliminate 
mage 

1d operation leaves hands free to 
lids so water can be directed wher- 
cals might be lodged. Sanitary white 
me! bow! is res nt to most fumes. 
industrial plant installations have 

been made to date 
Write For Details. 


VALVE 
Chain Operated 
Quick Action 


The B & A Shower is the 
quickest and most satisfac- 
to saturate a work- 
ns of water the 
instant an accident occurs, to prevent a dis 
figuring burn—even a fatality 
Speci wer head, no holes to clog—can 
be used ere unfiltered water prevails. 
Write For Details. 


ClAS« s 
AND "“'VERS 


Cc 


c 4E my 
'N Eveg s**t 


OISFIGURING 
FACIAL CUTS 
AND Burns / 


A 
THIF Hen 760 
PROF oetf 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 
Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 


1 GALLON shatter. 
5 GALLON Write For Details. 


BENSON & ASSOCIATES. INC. 


5 PINT 


P. ©. Box 7542, Dept. N.>., Cnicago ov, tl. 
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NEW 
LOW COST | 
4 B&A 
pun? SAF-T-BAGS | 


Dayoub has been safety director 
for the Veteran’s Administration 
at Dayton, Ohio. During this time 
the VA accident frequency at 
Dayton dropped from 14.3 to 3.8. 
Prior to this position, he was 
safety engineer at the Atomic En- 
ergy plants at Portsmouth, Ohio, 
and the Savannah River Project 
in Georgia. 

Mr. Dayoub was active in Fed- 
eral Safety Council activities at 
Dayton, serving as secretary dur- 
ing the past year. 


Dr. Rosert B. Huntoon has 
been appointed to the newly cre- 
ated position of deputy director, 
National Bureau of Standards, 
Department of Commerce. In this 
post he will serve as an alternate 
to the director in external matters 
and will exercise day-to-day di- 
rection and review of Bureau 
programs. 

Dr. Huntoon joined the staff in 
1941 as one of the principal scien- 
tists concerned with the develop- 
ment of the radio proximity fuse, 
considered by many to be second 
in importance to the atomic bomb 
among the scientific achievements 
of World War II. In 1953 he was 
appointed associate director for 
physics. 


JosepH A. Patinsky has been 
named safety director of the Rich- 
mond, Va., Quartermaster Depot. 
Prior to accepting this position, 
Mr. Palinsky was safety director 
at the Chicago Administration 
Center, U. S. Army. 

He has been a civilian employee 
of the Army since 1946. During 
this time he has held varied posi- 
tions in Belgium, France, and 
Germany. His last European 





AVAILABLE—SAFETY ENGINEER 

Graduate industrial engineer who has spe- 
cialized in safety engineering during the 
past seven years. Duties have included 
safety, industrial hygiene, fire, plant pro- 
tection, workmen's compensation, medical 
facilities, and close association with elec- 
trical, mechanical, civil, and chemical en- 
gineers in a relatively large West Coast 
electronics plant. 

Eligible for certification as both safety 
engineer and safety inspector under new 
California Rating Bureau rules for a large 
plant involving hand assembly, sheet metal, 
and complex engineering operations. For 
further information, write Box 461, NA- 
TIONAL SAFETY NEWS. 





head hazard 
protection! 


famous M°Donald 


SAFETY HAT 


ORIGINAL 
ALUMINUM 
HAT 


Radiating ribs deflect, rather than 
absorb blows. Light, cool, comfortable 
—fully suspended, shock absorbing, 
interchangeable, adjustable head 
band. 11% oz. complete. 


and companion 


SAFETY CAP 


&. B-F-M®Donald Co. 
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MODEL #412 


Adjustable 
Retrax Temples 


Featherlight TUC-AWAYE 


A new thick plastic frame gives 
greater utility and longer life to TUC- 
AWAY, the safety spectacle that’s so 
light and comfortable that workers 
hardly know they're wearing them. 


Interchangeable, optically correct 
EYE SAVERS Lenses are safe and 
shatter-proof. They snap-in and snap- 
out for easy lens replacement. 


Quolity Eye Protective Equipment 








Cut Insurance 
costs with... 


JUNKIN 
Safety Guards 


Invest in safety—accidents cost money! 
Junkin Safety Guards for primary 
and secondary punch press operations 
afford maximum protection, increase 
press production and lower insurance 
rates. Swinging Die Closure is con: 
structed to be adaptable to a variety 
of primary operations. 


Write for Free Catalog 


Plastic or Metal Retrax temples 
telescope in and out for perfect fit — 
can be adjusted by the wearer. 


For details, see your authorized EYE 
SAVERS supplier or write direct. 


WATCHEMOKET OPTICAL CO., INC. 


232 West Exchange Street 
Providence 3S, R. I. 


Made by the Leaders in Plastics 





\ 


; 


WATCHEMOKET 2 —~ a Ba an 


MEAVY DUTY 
feck SHIELD 





SWINGING DIE 


CLOSURE 


INTERLOCKING 
BARRIER 
GUARD 


“THE KEY TO PROTECTION” 


JUNKI 


ENGINEERED | 


SAFETY APPLIANCES “2 


3121 Millers Lane, Louisville 16, Ky. 
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position was as safety director, 
USAQMD, Nahbollanback, Ger- 
many 

Mr. Palinsky was born in Rago, 
Kan. He is a graduate of North 
Senior High School, Binghamton, 
N. Y., and has attended NYU 
Center for Safety Education and 
the University of Maryland. 





Obituary 





WALLACE FALVEY 

WALLACE FALVEy, president of 
Massachusetts Bonding & Insur- 
ance Co. and a member of the 
board of directors of the National 
Safety Council, died November 7 
Mr. Falvey had been a member 
of the board since 1944 and also 
served on the finance committee 

Born in Norwich, Conn., May 1, 
1894, he joined the Massachusetts 
Bonding & Insurance Company in 
1917. 

Throughout the past 30 years 
Mr. Falvey has had a consuming 
interest in prevention 
In addition to his work with the 
National Safety Council, he also 
served as president of the Ameri- 
can Museum of Safety, on the 
board of the Greater New York 
Safety Council, and on the co- 
ordinating committee of the Presi- 
Highway Safety Confer- 


accident 


dent’s 


ence 


Wallace Falvey 
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Ike Thrills Congress 
From page 25 

panies. About 30 people met on 
Tuesday evening to discuss the 
new problems involved in putting 
these touchy and dangerous ma- 
nto lightweight vessels at 
remendous pressures neces- 
The group appointed as 
airman Walter Buxton, division 
manager of safety, Aerojet Gen- 
eral Corp., Sacramento, Calif. 
Mr. Buxton will meet with the 
Chemical Section in January. The 
men, especially the sub- 
ors, need information on 
problems. Their plans for 
with NSC are not defi- 
they might work within 
losives group of the Chem- 
ical Booby Traps, a color 
vie shown by H. H. Fawcett of 
‘al Electric Research Labo- 
showed explosions of do- 
refrigerators used for 

orage of flammable liquids. 


Mining Section. The Anaconda 
‘opper Co. of Butte, Mont., dem- 
ated their use of the Vu- 
their visual aid program. 

olor transparencies, they 

first the hazardous situa- 

n the safe way. Plans are 

ng made to duplicate the slides 
make them available to mem- 
the section on a free loan 


Mining Section session on 
of ammonium nitrate in 
was of interest to quar- 

oo. Ammonium nitrate 

g is one of the greatest in- 
is in explosives in recent 


Coal Mining. By a tragic coin- 
cidence some of the Canadian 
delegates who attended the ses- 
sion on the “bump” problem ar- 
rived home just after the disas- 
trous bump in the Springhill, 
Nova Scotia, mine 

The Roof Control Committee 
made its final report on Informa. 
tion Circular 7869—Causes of 
Roof-Fall Fatalities. The commit 
tee worked with the Bureau of 
Mines in compiling the informa- 
tion, which is now available from 
the Bureau of Mins 


Aeronautical Industries. At the 
session on high-pressure hazards 
in missile testing, J. R. Crawford, 
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Auto Seat Belt Quiz!! 
test yourself 


1. What is the ay- < The so called 
ylon-Rayon we 
dinj ees gr % Nylon 

stand in jus a ® Rayon? 
mile 7 dames 

crash, with 18” 
stopping dis- 
tance? , 





3. In selecting..a 4. Is it safe to at- 
buckle for your | tach an auto safe- 
safety belt, what | ty belt to the floor 
are some of the of a car, rather 
features to look than the frame? 
for? 





o.Is fatigue 6. Should manu- 
brought about by facturers claims 
wearing a safety | be accepted, or 
belt? should proof be 
furnished by an 
independent labo- 
ratory? 





Answers 


(‘spoyjyeur Bursa 
PAISUSAKIUI 10F SN OF SILA “FPSINOA SyOG 
For more comprehensive in- snoumea 389) “324 JaWeG) “Ge JUepUedapuy ° 


formation on these, and ~peonpeai Ajjwas8 st onByey Butaug jON “S 
*(uaaosd 38a} As0yes0qu’]) S29 “> 


other important questions , ‘ 4 
s © SSIOKA UT 389} SPPOQ TH-AFeS 
on auto belts, write for 1S Ceee “yyuas a[isua; Unuuru 


complete pamphlet to: “SqI 000'S — BOR SNAYsUOD JeJeUI OF [EP * 
(sBurqqem your uy) 





rd “uodRYy %06 PUP UOIAN %OT “S 
4 "(743M 
ROSE MFG co. oe suossad © samy [OF § YI) TOT 








2700 W. Barberry rt. DENVER 


Denver 4, Colo. 








“Guess we'll have to swim, my dear 
—that dratted Ice-Foe has been here!” 


ICE-FOE 
WITH THERMOLYTE 
Melts ee nd sare SPEEDILY MELTS 


P te 30 times laste 


ICE AND SNOW 


Economical 100-Ib. drums at your 
sanitary supply jobber—or write 


WALTON-MARCH 


—sanmela.!*# 195 Highland Park, Ill. 
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Chrysler Corp., described the 
problems involved in testing mis- 
sile components at pressures be- 
tween 5,000 and 20,000 psi. These 
pressures were compared to the 
2,000-plus pressures in an oxygen 
tank used for acetylene welding. 
Missile builders must test tanks, 
lines, fittings, and valves at high 
pressures at the risk of explosion, 
which means dangerously high 
sound levels, and flying particles 
that travel as far as four or five 
blocks if allowed to fly free. A 
leak at these pressures results in 


air jets that will tear human flesh. 
At the firing station, chemical 
hazards are added to the pneu- 
matic dangers. 

Air Transport. One of the more 
pleasant proposals to come from 
the Air Transport meetings was 
a suggestion to use stewardesses 
to greet delegates at next year’s 
meetings. 

At the Tuesday morning meet- 
ing on radioactive shipments, the 
audience learned that it is largely 
lack of knowledge about isotopes 
that has magnified fears about air 
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... offers you SAFETY 
and economy of feeding 


and ejection 


PRES-VAC SAFETY FEEDERS feed blanks to 
press from a safe distance of 14 inches—BY 
AIRI—maximum protection to operators and 
handling costs kept at a minimum. 


Save those fingers. $35 °° 


AIR BLAST VALVES 


eject parts safely with 
each stroke of the press— 


BY AIR! 


Save those hands. 


Write for 
NEW Catalog! 


$99°° 


LE VAC-U-MATION DIVISION 


4165 Ravenswood A 
D D 


District Offices 
oo 


venug Chic yo 13, | 
etroit and Cleve 4 





GUARANTEED RESULTS! FREE ENGINEERING 
SURVEY, ANALYSIS and ESTIMATES. write Today. 


ELOF HANSSON,ING. “xs‘23" 


711 THIRD AVENUE, NEW YORK 17, N. Y. 
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transportation of this useful (and 
profitable) cargo. The small 
amounts now carried, and the reg- 
ulations that define the way they 
are to be carried, make the dan- 
ger of radiation overexposure 
fairly remote. 


Power Press and Forging. Safe 
die design has been one of the 
hardest-to-sell ideas in the power 
press field. A properly designed 
die makes it unnecessary for the 
operator to put his hand in the 
danger area. A sweep or pull- 
back guard is not enough, accord- 
ing to Stanley R. Cope, president 
of the Acme School of Die De- 
sign Engineering, South Bend, 
Ind. Mr. Cope described safe de- 
sign principles for the Power 
Press and Forging Section dele- 
gates on Wednesday afternoon. 
In the highly competitive field of 
job stamping, it is possible to cut 
costs on die design, but the cost 
of one injury can take the profit 
out of a job, too, Mr. Cope said. 


Glass and Ceramics. At the 
brainstorming session the audi- 
ence broke up into three groups: 
1. Glass. 2. Ceramics. 3. Fibrous 
glass products. Each group had a 
conference leader and a recorder 
Participants enjoyed and bene- 
fited from the fertile production 
of ideas on such subjects as plant 
protection, safety shoe programs, 
indoctrination programs, and com- 
administra- 


pensation insurance 


tion. 


Construction. A skit, “Making 
New Employees Safety Con- 
scious,” presented by employees 
of the Dravo Corp., used props 
showing how a new employee 
moves from the personnel office 
through medical, to the time- 
keeper, and finally to his super- 
visor. The remarks made by the 
“new employee” in the skit were 
taken from life. 


Public Employee. One of the 
best Public Employee Section 
sessions at this Congress was the 
panel on how to use traffic con- 
trol devices. The audience re- 
sponded well to the film compar- 
ing good and bad signing. The 
increased hazards of fires due to 
use of plastics was discussed by 
Norman H. Davis, Jr., of Under- 
writers’ Laboratories and James 
Moher of the Milwaukee, Wis., 
fire department. 
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About 25 members of the fire 
prevention, safety and good 
housekeeping committee of Chi- 
International Harvester 
building attended the Public Em- 
Section meeting on Mon- 
day afternoon. So far as we know, 
this is the largest group from a 

gle office building to attend the 


cagos 


ploy ee 


Congress 
A talk on slipped discs by N. 
D., of Lumber- 
mens Mutual Casualty Co., Chi- 
cago, helped safety men in the 
‘ understand medical re- 
ports and prevention of back ac- 


cidents 


auaience 


Automotive and Machine Shop. 
Professional lecturer Carl C. By- 
ers gave delegates some excellent 
tips on applied psychology, the 
ise of humor, and overcoming ob- 
section 

The “Tradin’ Post,’ presided 
Gilbert Snyder of Allis 
Chalmers, La Porte, Ind., pro- 


duced 22 usable suggestions. 


Publishing. The 
“66” technique was used by 
Howard P. Mold of Minneapolis- 
Honeywell Regulator Co. of Min- 
Mr. Mold separated the 
into several groups 
six groups of six each), 
each group reported on a 
separate graphic arts safety prob- 
lem 
Dr. William L. Lea, director of 
the Industrial Hygiene Division, 
Wisconsin State Board of Health, 
discussed lead exposure control. 


Metals. Closed circuit TV was 
used in a lecture-demonstration 
by H. H. Fawcett of General 
Electric Research Laboratories. 
Mr. Fawcett discussed “Funda- 
mentals of Radiation” with simple 
props such as an alarm clock with 
a glow-in-the-dark dial that 
caused a Geiger counter to step 
up its clicking to a machine-gun 
tempo. An ordinary building brick 
used as a shield slowed the clicks 
down again. The television screens 
spotted all around the Grand Ball- 
room gave the audience a close- 
up view of the demonstration. 

John F. Ege, Jr., of Argonne 
National Laboratory, followed the 
“fundamentals” talk with a more 
advanced and specific presentation 
of problems in handling metals 
and alloys connected with atomic 


energy 


over b 


Printing and 
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Petroleum. An impressive eye 
safety story was told by George 
W. Campbell of Amarillo, Texas, 
who was blind until age 18. Mr. 
Campbell told the Manufacturing 
Group his story of “Life in Two 
Worlds.” 

The Production and Drilling 
Groups heard Harold L. Smith of 
the Ford Motor Company, discuss 
“Training Your Eyes for Expert 
Driving.” 

The Pipeline Group saw a slide 
presentation of cars that had had 
gasoline fume explosions in the 


trunks. Some explosions had oc- 
curred because “safety” cans had 
leaked fumes. 

Marine. Hon. Herbert Zelenko, 
congressman from New York, ex- 
plained to Marine Section dele- 
gates the provisions of Public 
Law 85-742, “An act to amend 
Section 41 of the Longshoremen’s 
and Harbor Workers’ Compensa- 
tion Act so as to provide a system 
of safety rules, regulations, and 
safety inspection and training, 


and for other purposes.” 
Vice Admiral A. C. Richmond, 
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Next tirmme they’ll have 


FERROX’ 


underfoot 


Make sure of non-slip footing at lowest 
cost with quick drying, abrasive filled 
Ferrox. Simply trowel on. One gallon 
covers approximately 35 to 40 square feet. 


Write for Ferrox bulletin. 





ABI454 





AMERICAN ABRASIVE METALS COMPANY 
464 Coit Street, Irvington 11, N. J. 











Model 30 (less 
Jet Air Gun) 
also available 








CLEAN AUTOMOTIVE 
& INDUSTRIAL PARTS 


A must in every service shop! 


Pr Asuren 
CLEANMASTER 


Write for Literature: 
PRACTICAL MFG. CO. 


2840 4TH AVE. S 


1. Continuous Fiow Hose 
2. Air Agitated Soaking Tank 
3. “Super Power" Jet Air Gun 


MODEL 50 





MINNEAPOLIS, MINN 
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Commandant of the U. S. Coast 
Guard, spoke at the joint lunch- 
eon with the Propeller Club of 
the Port of Chicago. 


Congress News to USSR 


Boris Brodenov of the Voice of 
America was at the Congress, 
talking to safety people and visit- 
ing the Exposition. Mr. Brodenov 
prepares and delivers technical 
broadcasts to the people of the 


Soviet Union, keeping them in- 
formed of what is happening in 
the United States. On the basis of 
his Congress visit he will prepare 
a number of short scripts telling 
the Russians what American in- 
dustry does to 
workers. 


safeguard its 


Training Committee 
The Safety Training Committee 
proposed at the Congress that a 
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* NON-SPARKING « 


Beryllium Alloy Jaws 
outlast the Best 
Hardened Steel Jaws 


HALF THE WEIGHT —Yet just as 
strong as the Ordinary Wrench 


SAF e 


JZNOY¥D WIILNOY4 >) 





Unconditionally Guaranteed Against Breakage in Normal Use 





Frontier aluminum alloy pipe wrenches are 
designed and tested to surpass U.S. 
Government specifications. A Frontier 24” 
wrench exceeds the government specifica- 
tion of 28,000 inch pounds. This is the 
equivalent of a pull of 1167 Ibs. on the 
end of the handle. 

Frontier wrenches are made of 40-E, a high 
strength aluminum alloy designed to 35,000 
pound strength. It has excellent shock and 
corrosion resistance. 

Buy several of these SAFE and handy 
wrenches today. Order direct from factory 
stock. 


NON-SPARKING* 
Factory to User Prices 


Wet. jHandies} Price 
Size | Lbs. | Pipe Ea.” 


14” 11.8; 2 13.60 
18” 13.1] 2% | 17.80 
24” |5.1| 3 24.40 
36” |9.5| 4% | 37.20 


f.0.b. factory, Niagara Falls, N.Y. 


*Also without Non-Sparking feature 
at lower price. 
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FRONTIER BRONZE CORPORATION 


4897 Packard Road, Niagara Falis, New York 








UWleather ute 
BAKLD ENAMEL 


PRAIRIE STATE PRODUCTS CO. 


ZUR 


STANDARD REGULATION 
SIGNS OF ALL KINDS FOR 
SAFETY ano EFFICIENCY 





3822 LAWRENCE AVE. 
CHICAGO 25, ILL. 


Circle Item No. 69—Reader Service Card 


home study course in safety for 
industrial supervisors be offered. 
The course is intended for or 
ganizations where safety training 
for supervisors is not now being 
offered. The home study plan can 
supplement formal 
training. Branch plants unable to 
take advantage of main 


also more 
office 
training might use the home study 
plan. 

Materials to be used include 
Supervisors Safety Manual and its 
Study Guide, plus 
sheets, forms, and 


examination 
mailing en 
velopes. 


Standards Committee 


The Standards Committee rec- 
ommended reaffirmation of the 
American Standards Safety Code 
for Forging and Hot Metal Stamp 
ing, B24.1-1952. 


Small Business and 
Associations 


Glenn B. Sanberg, executive 
vice-president of the American 
Society of Association Executives, 
Washington, D. C., 
award plaques to representatives 
of 14 associations during the Con 
The 14 associations repre 
sented 83,000 employers and 
2,200,000 employees. 


presented 


gre 
gress. 


New Section Chairmen 


Commercial Vehicle 

Karl Schulze, Standard Oil Co. of 
California, San Francisco 

Driver Education 
Russell I. Brown, 
Dept. of Public 
Iowa 

Elementary School 

Bertha Trunnell, principal, Kenwood 
Elementary School, Louisville, Ky 
Higher Education 

John W. Hill, personnel, insurance, and 
safety director, Texas A & M College 
System, College Station, Texas 

Safety Education Supervisors 

Virginia Wheeler, supervisor of safety 
and school lunch, Jefferson County 
Public Schools, Louisville, Ky 
Aeronautical Industries 

Frank W. Starr, administrator, 
Dept. Douglas Aircraft Co., Inc., 
Beach Calif. 

Air Transport 

D. M. Estell, safety engineer, Trans 
World Airlines, Kansas City, Mo. 
Automotive and Machine Shop 

Edward D. Rahde, supervisor, Employ- 
ee Benefits & Safety, Westinghouse 
Air Brake Co., Wilmerding, Pa. 
Cement, Quarry and Mineral Aggregates 
Paul Worseck, Lehigh Portland Cement 
Co., Allentown, Pa. 


acting commissioner, 
Safety, Des 


Iowa 
Moines, 


Safety 
Long 
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QUALITY 
CONTROL 
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Chemical 

R. L. Allinson, The Dow Chemical Co., 
Texas Division, Freeport, Texas 

Coal Mining 

L. H. Johnson, safety representative, 
U. S. Bureau of Mines, Pittsburgh, Pa. 
Construction 

Wm. G. Hawkins, A. Teickert & Son, 
Inc., P. O. Box 928, Sacramento, Calif. 
Electrical Equipment 

George W. Koch, supervisor of safety, 
Western Electric Co., Kearny, N. J. 
Fertilizer 

Gree L. Pelton, personnei manager, 
Ti saith Agricultural Chemical Co., 
Coimnbus 16, Chio 

Food and Beverage 

I. W. Shutt, safety engineer, Joseph E. 
Seagram & Sons, New York 22, N. Y. 
Glass ond Ceramics 

Clyde Ruddick, Pittsburgh Plate Glass 
Co., Pittsburgh, Pa 

Marine 

Carl F. Vander Clute, general manager, 
Marine Department, Gulf Oil Corp., 
New York 4, N. Y 

Meat Packing 

R. W. Unwin, Sr., assistant to the presi- 
dent, Reliable Packing Co., Chicago, II. 
Metals 

R. J. Pisle, superintendent of industrial 
relations, Chicago District, Republic 
Steel Corp., Chicago 17, IIl. 

Mining 

S. E. Sharp, Tennessee Copper Co., 
Copperhill, Tenn 

Occupational Health Nursing 

Dorothy Armstrong, R. N., Peoples Gas 
Light & Coke Co., Chicago 3, Ill 
Petroleum 

William F. Burris, Phillips Petroleum 
Co., Bartlesville, Okla. 

Power Press and Forging 

T. A. Kraklow, director of safety, Deere 
& Co., Moline, Ill 

Printing and Publishing 

Paul L. O'Neill, personnel & safety 
director, Rand McNally & Co., Ham- 
mond, Ind 

Public Employee 

Daniel F. Milchman, coordinator, New 
York City Safety Program, Department 
of Personnel, New York 7, N. Y. 

Public Utilities 

E. M. Chase, safety director, Central 
Vermont Public Service Corp., Rutland, 
Vt. 

Pulp and Paper 

R. G. Belknap, personnel manager, 
Bemis Bro. Bag Co., East Pepperell, 
Mass. 

Railroad 

L. C. Hahney, Elgin, Joliet and Eastern 
Railway Co., Joliet, Ill 

Rubber 

M. R. Batche, Firestone Tire & Rubber 
Co., Akron 17, Ohio 

Textile 

E. L. Permenter, supervising engineer, 
Loss Prevention Dept., Liberty Mutual 
Insurance Co., Spartanburg, S. C. 
Trades and Services 

Charles P. Engler, assistant manager, 
Loss Prevention Dept., Montgomery 
Ward & Co., Chicago 7, IIl. 

Wood Products 

Herbert A. Ladwig, Engineering Dept., 
Employers Mutuals of Wausau, Wausau, 
Wis. 


ANOTHER BENEFIT OF MSA’S 
NEW HAT SUSPENSION 


EASY TO INSERT 
EASY TO REMOVE 


MSA's new double cradle suspension 
for Skullgard Hats and Caps gives you 
“Fixed-Crown” clearance and adjustable 
comfort. 

Item: One of the big advantages of 
this new suspension is its speedy inser- 
tion and removal in the field. Four wide 
snaps provide a positive spring steel lock- 
in catch, so there’s never any accidental 
detachment. These snaps are recessed 
for greater comfort and permit easy re- 
moval of the suspension for sterilization. 

Other features include: handy locked- 
in suspension; no pressure points; air 
cushion sweatband; fast size adjustment; 
clean, long-wearing plastic webbing. 

Write for new bulletin for details. 


= 
SAFETY EQUIPMENT HEADQUARTERS 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 
Circle item No. 70—Reader Service Card 
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Tt wares ars tt cleans! 


xt 


REDUCES THE FREQUENCY OF REFINISHING 


Sanax was developed to permit frequent cleaning of waxed 
floors without washing away the finish .. . and to eliminate 
waste in wax and labor. A neutral liquid soap with a wax 
base, Sanax not only quickly removes dirt, oil, and grease, 
but leaves a thin film of wax. In fact, regular use of Sanax to 
machine-scrub or damp-mop waxed floors actually prolongs 
the life of the finish, and thereby reduces refinishing costs 
on a year-to-year basis. 


Like all Finnell Fast-Acting Cleansers, Sanax is specially 
designed for the greater speed of machine-scrubbing, and 
works as effectually in a Combination Scrubber-Vac as in a 
Conventional Scrubber-Polisher. And because Sanax is 
processed from pure vegetable oils, it’s safe for all floors. 


Find out how you can simplify 
and reduce the cost of caring for a 
A 100 ‘Series waxed floors. There’s a Finnell Sul ‘ 
General-Purpose Floor Specialist nearby to help “4 
Finnell you choose the waxes and cleans- 
11, 13, 15, 18°" ers that are exactly right for your 
needs. Finnell makes a complete ‘ , 
line, so you can depend on un- for machine-scrubbing 
biased advice. In fact, Finnell or damp-mopping 
makes everything for floor care! waxed floors 
For consultation, demonstration, 
or literature, phone or write 
nearest Finnell Branch or Finnell 
System, Inc., 2212 East Street, 
Elkhart, Indiana. Branch Offices 
in all principal cities of the 
United States and Canada. 

















@ A mild liquid wax-soap 


@ Leaves a lustrous anti- 
skid protective finish 


@ Highly concentrated... 
economical to use 


BRANCHES 


FINN ELL SYSTEM. INC. oper 


Ps PRINCIPAL 
Originators of Power Scrubbing and Polishing Machines CITIES 
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SAFETY EQUIPMENT 





Product announcements in this section are reviewed for 
compliance with the advertising policy of the NATIONAL 
SAFETY NEWS. Inclusion should not, however, be construed as 
endorsement or approval by the National Safety Council. 


Plastic 
Respirator 


This plastic respira- 
tor for protection 
against dusts, pneu- 
moconiosis - producing 

mists and chromic acid mists has Bureau of Mines 
Approval 2175. 

The unit weighs 2.1 ozs. and introduces a new 
respirator design providing greater functioning 
filter area to increase filter life. A special valve con- 
struction and location reduce inhalation and ex- 
halation resistance. 

A modified polyethylene material used in the unit 
is nontoxic, resilient and durable. The frame 
cushion fits a variety of face shapes and head sizes, 
and double headbands have four-point suspension, 
providing a positive seal with minimum pressure. 
The filter is a performance-proven, treated-wool 
electrostatic type. 

Welsh Mfg. Co., 11 Magnolia St., Providence 9, R. I. 
(Item No. 301) 


Transistor 
Light 


A Magic Switch on this tran- 
sistor light automatically turns 
the light off during the day and 
on at night. The switch control 
is a fixed part of the light with 
no loose wires, is available on 
all of the manufacturer’s warn- 

ing lights, and is said to cut battery costs in half. 
The model illustrated is visible for one mile, has a 
snap-out bulb socket for easy replacement of bulbs, 
is weatherproof, and operates for five months on 
two lantern batteries. 


Neo-Flasher Mfg. Co., 3210 Valhalla Dr., Burbank, 
Calif. (Item No. 302) 


For More Information—Circle Item N 


National Safety News, December, 1958 


Floor Finish 

UL-approved Safite Floor Finish is safe and easy 
to use and remove, and no rubbing or polishing is 
necessary. It retains a glossy finish under severest 
traffic conditions, and does not powder off or re- 
quire maintenance. 

UL anti-slip tests were conducted and, according 
to the manufacturer, the results exceed UL require- 
ments for approval by from 48 to 68 per cent. Safite 
may be used on asphalt tile, linoleum, rubber tile, 
terrazzo and other surfaces. 


Oil Specialties & Refining Co., Inc., 18 Bridge St., 
Brooklyn 1, N. Y. (Item No. 303) 


Drum Vent 


This drum vent for 
end bung. installation 
provides protection for 
55-gal. steel drums with 
the 2 in. bung opening 

in the head, when drums are placed in a horizontal 
position for storage or dispensing. The vent pre- 
vents drum rupture and loss of contents, even when 
the drum is surrounded by fire. 

Automatic pressure relief against interior vapor 
build-up is provided by an automatic valve, which 
opens at 5 lbs. psi. to relieve interior pressure; and a 
fusible plug melts at 135 degrees to give quick 
emergency pressure relief during fire. 

The vent has a thick gasket seal, which com- 
presses when screwed into the threaded bung open- 
ing, to secure a tight, leakproof connection; pressure- 
vacuum relief passages are located above the full 
liquid level of the drum to insure against leakage. 
All vent passages are covered by a perforated metal 
fire baffle to prevent propagation of fire and ex- 
plosion into the drum. 


Protectoseal Co., 1920 S. Western Ave., Chicago 8, 
III. (Item No. 304) 
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Fire-Resistant 
Clothing 


Fyre-Free clothing is made 
of 100 per cent cotton cloth, 
given a permanent-type flame- 
proofing. The material com- 
bines the soft feel of untreated 
cotton with this flameproofing 
feature. It weighs about 11% 
ozs. per square yard finished 
and is lightweight and comfort- 

able. It has good tensile strength in warp and fill, 
and clothing made from the material is known to 
last up to three times as long as clothing of un 
treated fabric. 

Fyre-Free is mildew-resistant and does not dete- 
riorate in damp climates or operations. The clothing 
can be laundered or dry-cleaned as many as 10 
times without loss of its fireproofing properties and, 
if exposed to flame, there is no afterflame or after- 
glow. 

The material meets the American Standards As- 
sociation requirements for flameproofed fabrics. The 
clothing is available in a line of sleeves, cape sleeves 
with and without bibs, regular and split-leg aprons, 
overalls, coats, coveralls, hip leggings and pants. 
It is recommended for spot-welding, drop-forging, 
light metal splash and similar exposures. 


American Optical Co., Safety Products Div., South- 
bridge, Mass. (Item No. 305) 


Dry Chemical 
Fire 
Extinguishers 


A new family of 
dry chemical fire 
extinguishers fea- 
tures “fresh-fill” 
performance, in- 

cluding maximum fluidization, absolute gas tightness 
and simpler operation. The new “D” models are in 
5, 10, 20 and 30 lb. capacities. The UL ratings given 
the extinguishers are—8 B:C, 16 B:C, 20 B:C and 
20 B:C respectively. 

Models can be obtained in fire-equipment red or 
in white for maximum visibility in any location. 
Changes made in these models will make the ex- 
tinguishers capable of giving “fresh-fill” performance 
under all conditions. The “D” models also have an 
improved gas tightness, which helps them retain 97 
per cent of their effectiveness more than a week 
after pressurization. 


96 


Many engineering changes have been made in the 
models including the redesign of the gas tube, re- 
locating of gas ports and the addition of neoprene 
sleeves to act as check valves on the tube. The ex- 
tinguisher nozzle has been redesigned for gas tight- 
ness, which guards against packing of the hose line. 

The operation of the 20 and 30 lb. extinguishers 
has been simplified by using the hose to prevent ac- 
cidental puncturing of the CO, cartridge. This ar- 
rangement eliminates the ring-pin, cutting out one 
step in activating the extinguisher. 

Changes made to increase the models’ resistance 
to corrosion include a restyled fill cap, a corrosion- 
resistant paint job and a new type of thread and 
gasket seal on the forged steel hose connection. 


Ansul Chemical Co., Marinette, Wis. (Item No. 306) 


Power 
Press 
Guard 


A universal gate and en- 
closure guard swings aside 
for easy die changes. An 
electric interlock prevents 
the press from being acci- 
dently tripped with the gate 

open, and the guard forms a complete barrier around 
the die with full vision at front and sides. 

There is a short air run from the valve to the 
cylinder for immediate response to the electric, foot- 
operated switch. Air line pressure to the gate cyl- 
inder is reduced by a regulator and gauge for mini- 
mum pressure. The press actuating switch is tripped 
only when the gate is down. The striker board of 
the press swings aside with the guard. The striker 
board may be removed and the gate set down to 
contact the bolster plate. 

Upward travel of the gate may be adjusted by 
shortening the stroke of the cylinder with two 
blocks, and a cam-actuated electric switch raises 
the gate only when the press has stopped at the 
top of the stroke. Should the press make a repeat 
stroke because of clutch failure, the gate is held 
down until the machine stops. 

There are no relays or moving parts in the control 
panel block. A flick of the switch changes the circuit 
to operate the gate for blanking or hand-feed op- 
erations. 

The interlock switch prevents accidental tripping 
of the press while the control box panel door is 
open. The gate may be tilted in or out to suit various 
dies, and an electric solenoid valve draws few watts, 
so all switches and wiring have more than ample 


ratings for complete safety. 


Searjeant Metal Products, Inc., Box 74, Mendon, N. Y. 
(Item No. 307) 
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Chemical 
Burn Station 


Neutralize has a new 
package, making it 
more convenient and 
available for employees 
working with acids or 

alkalies. 

Neutralize is a phosphate buffer that inactivates 
effects of chemical irritants in the eyes and on the 
skin. A relatively small quantity of the product 
counteracts acids or caustics, stops chemical action, 
and prevents damage to the eyes or skin that could 
result during the slow process of dilution or irriga- 
tion by water. 

To alert employees requiring first aid for chemical 
burns, this new chemical burn station is composed 
of a large plastic backboard and container for a 
32 oz. bottle of Neutralize and can be attached 
to any wall surface. The container is made of shat- 
terproof plastic, and the backboard is _brilliznt 


yellow. Printed on it are complete instructions for 


emergency first aid treatment of chemical burns. 


E. D. Bullard Co., 2680 Bridgeway Blvd., Sausalito, 
Calif. (Item No. 308) 


Dead-End Protectors 

These protectors serve to cover single or double 
dead-end bells up to 6 in. in diameter together with 
the conductor and fastening assembly. The protector 
opens up to slip over the equipment to be covered 
and is then held closed with two leather straps and 
friction buckles. 

The inside surface of the 4 in. connector extending 
from the closed end is equipped with molded rubber 
ribs to grip and lock securely to the serrations at 
the end of the company’s 1 in. size rib-grip line hose. 

A piece of this hose of any length may then be 
used for extending the coverage out over the con- 
ductor line. Flying jumpers may also be properly 
protected by covering the jumper with line hose and 
inserting one end in the split of the Dead End Pro- 
tector. 

The design permits the protector to be nested on 
line trucks, which reduces the space needed for 
storage and also affords ease in handling when the 
device is applied and removed. The connector is 
made of durable line hose stock and is also availa- 
ble in Corona resistant compound. The protector 
is guaranteed to resist 20,000 v. for three minutes. 


W.H. Salisbury & Co., Morgan & Kinzie Sts., Chicago 
22, ill. (tem No. 309) 


Safety Lock Attachment 
An automatic safety lock fork lift attachment 
simplifies transporting heavy loads, such as dies or 
motors. The lock is made entirely of forgings, in- 


cluding a safety swivel hook. When slipped on the 
forks (no wrenches or adjustments), two knife- 
edged levers grip the forks tightly as the load is 
applied but can be easily slipped off when the load 
is released. 

Designed to change any fork lift truck into a safe, 
efficient, mobile overhead lifting unit, the lock adds 
to the usefulness of fork lift trucks. 


Merrill Brothers, Artic St., Maspeth, N. Y. (Item No. 
310) 


Permissible 
Light 


The PBF-5 is a_ powerful 

permissible light with U. S. 

Bureau of Mines approval. This 

portable light, available as a 

hot-spot or semi-flood, is rec- 

ommended for many applica- 

tions in dust- or gas-laden areas below or above 
ground. 

The unit is of rugged cast and spun aluminum 
construction, has a high-impact plastic lens, and 
features a two filament bulb for added safety. The 
bulb draws 1.25 a. and is rated at 27,500 beam can- 
dlepower with the hot-spot reflector. Total weight, 
including the battery, is 13 Ibs. 


Carpenter Mfg. Co., Bradley St., Somerville 45, Mass. 
(Item No. 311) 


— pw Dock 
, Shelter 


A low-cost truck 
and rail dock shel- 
ter is the Econo- 
Dox. The shelter 
features one-man 

operation, spring-tensioned upper frame, adjustable 
front head curtain, UL approved fabric, and a frame 
assembled at the plant. 

Standard fabricated sizes for the shelters include 
a maximum width up to 11 ft. and maximum height 
to 13 ft. Standard projection is 2 ft. 9 in., although 
greater projection to 4 ft. 6 in. can be obtained at 
a slightly higher cost. 

The vover of the Econo-Dox is of 12.29 oz. green 
duck. The unit was originally constructed to pro- 
vide maximum protection for personnel and prop- 
erty with a minimum of maintenance. 


Frommelt Industries, 290 Main St., Dubuque, lowa 
(Item No. 312) 
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Germicidal! 
Bowl 
Cleaner 


SY 


PY 


SINKS «BATHTUBS © 
DIRECTIONS 


Bol-Tabs, a 
bow] cleaner 
in a fast-dis- 





solving tablet 
form, now 
have a germi- 
cide to kill 
Staph. This product reportedly kills germs 20 times 
faster than phenol, and only one-third of the amount 
of material is needed. 

The product was initially introduced as a safer, 
more convenient and economical method of cleaning 
fixtures. Bol-Tabs are said to loosen rust and lime 
stains, while cleaning and deodorizing. They will not 
harm porcelain enamel, and eliminates spillage, 
waste and acid accidents. 


Horizon Industries, 400 Lumber Exchange Bldg., Min- 
neapolis 1, Minn. (Item No. 313) 


Winter 
Liners 


Three liners are available 
for use under safety hats 
down to sub-zero tempera- 
tures. Designed to protect 
critical sinus and _back-of- 

the-neck areas, the liners are free of metal, with 
non-conductive buttons to eliminate electric shock 
hazard. They are snug-fitting, wrinkle-free, wash- 
able and shrink-resistant. 

The WL-1 Snowflake is for use in temperatures at 
the freezing level and is made «f knitted stretch 
nylon. The liner weighing % oz. and completely 
independent of the safety-hat headband, fits most 
head sizes. 

The WL-2 Frost King is designed for temperatures 
down to the zero level and is made of lightweight 
woven nylon, with a soft brushed inner surface for 
insulation and heat retention 

The WL-3 Polar is for temperatures at sub-zero 
levels and is made of wind-resistant fabric lined 
with soft pile for warming. Available in three sizes 
and equipped with fabric ties which can be attached 
to the safety hat headband in high winds, the liner 
may be worn under the safety hat without attaching. 
No headband adjustment is needed. The chin-band 
of the Polar liner is also pile-lined for protection. 


Gentex Corp., 450 Seventh Avenue, New York, N. Y. 
(Item No. 314) 


Steel Drum 
Head Cutter 


Model 100 head cut- 
ter cuts heads on steel 
containers in one trip. 
This hand-operated 
portable, lightweight, 

fast and safe cutter will cut thin-wall containers and 
secondary bolted, lugged or flanged covers located 
off center. The unit will also cut heads out of steel 
shipping drums, 20 to 28 gauge, 10 to 55 gal. capacity 
and 10 to 24 in. in diameter. 

A special feature of Model 100 is a safety pressed- 
in flange at the top of the container or drum made in 
the cutting operation. The flange permits the drum 
to be completely emptied without contents adhering 
to ragged or saw-tooth crevices created when other 
methods are used. Model 100 leaves no jagged edges 
to tear hands and does not create metal particles, 
which could mix with contents of loaded drums. 

The hazard of poisonous fumes or irritating dust 
caused by agitation of the contents of drums, when 
hammer and chisel are used, is eliminated, as in the 
dangerous situation caused by employing cutting 
torches on drums containing flammable materials 
The main housing is hard bronze—sparkproof and 
tough. The cutting wheel is easily removed for 
sharpening and adjusting 
Michael A. Schinker Mfg. Co., 6514 S. Western Ave., 
Chicago 36, Ill. (item No. 315) 


Emergency 
Lighting Unit 


Light Warden Model 10 
uses a standard 7% v. dry 
battery as a power source 
and operates from the regu- 
lar 115 v. a.c. circuit, provid- 
ing emergency lighting in- 

stantly and automatically, whenever the regular 
source of power fails. 

When the attachment plug is removed from the 
outlet, it can be used as a portable handlamp. Model 
10 contains a convenient carrying handle and a 
finger tip on-and-off switch. The steel box is fur- 
nished with two keyhole slots for convenient wall 
mounting. 

The 6 in. head is protected by a wire guard and 
is adjustable to any desired direction. The unit will 
provide about 3 hrs. of continuous emergency light 
and is designed to prevent panic and assist in order- 
ly evacuation of premises, when unexpected power 
failures occur. 

Electric Cord Co., 21 Spruce St., New York 38, N. Y. 
(Item No. 316) 
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Dry Chemical 
Systems 


Complete remote 
control from a dis- 
tant hose site pull 
box is featured in a 
stationary dry chem- 
ical hose line system. A single pull handle at the 
hose site simultaneously opens the valve, pressurizes 
the tank, and fills the system with chemical! powder. 

Other features include space-saving installation, 





Ne . 


improved nozzles and valves, and use of a new 
Formula-H chemical powder with proven heat-and- 
moisture resistance. Three models are offered: 150, 
300, and 500 Ib. dry chemical capacity. Each model 
carries UL and Factory Mutual approval. 

Dry chemical powder is a well-known extinguish- 
ing agent, particularly for protection of flammable 
iquids and electrical equipment. This system will 
find applications in oil refineries, drilling rigs, power 
generating stations and as fixed and truck-mounted 
apparatus for industrial plants. 

Fyr-Fyter Co., 221 Crane St., Dayton 3, Ohio. (item 
No. 317) 


Floor Resurfacing Material 

A powder and liquid binder have been developed 
or resurfacing floors, stairs, ramps, metal catwalks 
and stair treads. 

Stoncap has slip-resistant qualities safety designed 
by the manufacturer to help stop floor accidents 
The long-lasting product is resistant to greases, oils, 
fats, brines and alkalies. This resiliency leads to 
greater comfort, while walking or standing, and cuts 
down fatigue. 

Lightweight, yet durable, Stoncap is ready for foot 
traffic as soon as 5 hrs. after installation. Trucks 
may be rolled on the surface within 24 hrs. 

This material may be applied on wet surfaces and 
is available in five colors—maroon, gunmetal, forest 
green, light green and light grey. 

Stonhard Co., Inc., Dept. 130, 1306 Spring Garden 
St., Philadelphia 23, Pa. (Item No. 318) 


Portable 
Gas 
Analyzer 


This instrument meas- 

: | ures 0 to 60 per cent 

1 y carbon dioxide, and is 

particularly suitable for 

measuring CO, in the exhaust gases of kilns for 
cement and allied materials, heat-treating atmos- 
pheres, brewing tanks, inert atmospheres maintained 
in tanks or holds of tankers and barges carrying 
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volatile fuels and chemicals, and protective atmos- 
pheres used in many industrial processes. Gases up 
to 850 degrees may be tested with the instrument 

The Fyrite uses the Orsat method of volumetric 
measurement, involving absorption of the gas sample 
by a chemical absorbent. It is supplied with gas 
sampling equipment used to pump an atmosphere 
sample into the instrument while it is held in the 
hand. 

The instrument is then turned bottom-side-up and 
back again, causing its absorbing fluid to mix with 
the atmosphere sample. Absorption of the CO, in 
the sample creates suction, which draws the ab- 
sorbing fluid up into the instrument’s graduated 
measuring tube in an amount equal to the carbon 
dioxide absorbed. The level of the fluid indicates 
the CO, percentage in the atmosphere tested. 

The readings are not affected by the presence of 
other gases present in the atmosphere tested. Its 
accuracy is within 4% of 1 per cent of scale reading, 
and the absorbing fluid supplied with it is good for 
testing about 300 samples under average CO, con- 


ditions. 


Bacharach Industrial Instrument Co., 200 N. Brad- 
dock Ave., Pittsburgh 8, Pa. (Item No. 319) 


Emergency 
Oxygen 


Emergox is a port- 
able kit that fur- 
nishes emergency 
oxygen. Safety plus 
portability make it 

suitable for emergency use in plants or offices or in 
trucks or automobiies. The unit may be bumped, 
banged, dropped, overheated or exposed to direct 
flame without danger. 

The kit is almost foolproof in operation, because 
the face mask is slipped on and the knob is twisted 
one-quarter turn. This starts the oxygen flow at 
the proper rate without further adjustment. The 
automatic flow control makes it easy, even for in- 
experienced personnel, to use the equipment in an 
emergency. 

The portable unit (7% Ibs.) is inexpensive and 
supplies 20 min. of oxygen. The twin unit, also com- 
plete with mask and case, furnishes a 60-min. supply 
of oxygen. 

The unit is suitable for emergency equipment for 
safety departments of industrial plants, school health 
offices, and squad cars. Each unit is tested and is 
valuable, when high oxygen is needed in electrical 
or traumatic shock, gas inhalation or exhaustion. 


Emergox, Inc., 1701 West End, Nashville, Tenn. (Item 
No. 320) 


= A 
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NEWS ITEMS 


Speakman Company 

The 24 winners of the Speakman Anystream 
Shower Heads at the National Safety Congress and 
Exposition are as follows: 

M. C. Mears, Land-air, Inc.; Roy L. Bode, St. 
Louis Independent Packing Co.; C. J. Harriman, 
National Park Services; George T. Weed, Consumer 
Power Co.; Howard J. McDonald, Commonwealth 
Edison Co.; William H. Davies, Dept. of Army; Mrs. 
John Ghizzoni, U.M.W.—America; Edw. J. Vander- 
brook, Jr., New Orleans Public Service, Inc.; 
Richard J. Petterson, Inland Steel Co.; Fred J. 
Wiegert, Curtiss Candy Co.; A. E. Topmiller, Cham- 
pion Paper & Fibre Co.; Agnes Zekusia, National 
Safety Council; W. L. Kloppe, Webster Groves, Mo.; 
Albert Flischel, University of Missouri; Jack V. 
Zolp, Commonwealth Edison Co.; Herbert E. Schady, 
A. S. R. Products Corp.; James E 
Travelers Insurance Co.; Helen Rice, Protective 
Equipment, Inc.; Joan M. Girod, R. N., Portable 
Electric Toois, Inc.; Elwood F. Olver, Penn State 
University; A. J. Voight, Public Service Co.; R. H. 
Pfingston, A. C. Spark Plug Div.; D. Fitzpatrick, 
Clement Safety Equipment; Robert L 
Butler Chemical Co. 


Kavanaugh, 


Freeman, 


Beacon Safety Products Co. 


Ted Maslanik has an- 
nounced this new safety 
equipment company is lo- 
cated at 128-37 237th Street, 
Jamaica, N. Y. The firm han- 
dles many safety products, 
gloves, 
clothing, belts and harnesses, 
safety signs and fire extinguishers 


including ladders, 
Ted Maslanik 


Wyandotte Chemicals Corp. 


Charles Masek and Robert 
Ziegeweid have recently 
joined this Michigan chemi- 
cal firm as sales representa- 
tives in the Industrial Prod- 
ucts Department. 


Masek, working out of the 


Charles Masek 


Cleveland district office, has 
15 years experience in the 
chemical and plating indus- 
tries. Mr. Ziegeweid will be 
in the Minneapolis area and 
has been an industrial chem- 
ical representative for more 
Robert Ziegeweid than seven years. 


Sellstrom Manufacturing Co. 


The Mobile Weld- 
ing Supply Company 
received special rec- 
ognition from Sell- 
strom during the 
National Safety Con- 
gress in October. 
Mobile Welding Sup- 
ply took first place 

in a recent sales contest and won the “Distributor- 
of-the-Year Award.” 

The company also an- 
Robert A. 


Hamen has been appointed 


nounced that 


factory sales representative 
in Michigan, Ohio, western 
New York and Pennsylvania 
and West Virginia. His head- 
quarters will be in Pitts- 
burgh. 


Bone-Dry Shoe Mfg. Co. 
H. Dean Hyer, general 
manager of C. H. Hyer & 
Sons, Olathe, Kans., has an- 
nounced the purchase of the 
2 Bone-Dry Shoe Manufactur- 


| ing Company. 
; Bone-Dry has offices in 


H. D. Myer Neosho, Mo., and Tacoma, 
Wash., and produces a line of steel-toe safety shoes 
and boots. Distribution will be expanded through- 
out the United States and Canada. Mr. Hyer will 
continue in his capacity as general manager of the 
Hyer Company. 


Medical Supply Co. 
Robert D. Mulhall has 


been appointed western re- 
gional sales manager, with 
headquarters in San Fran- 
cisco, by this Rockford, Ill. 
manufacturer of unit system 
first-aid and other first-aid 
supplies for industry. For 
several years Mr. Mulhall R. D. Mulhell 

has been a representative for a major safety equip- 
ment distributor, and prior to that worked seven 
years as a safety engineer in the insurance field. 
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Data Sheet 


From page 40 


Laboratories, Inc., the 
Associated Factory Mutual Fire 
Insurance Companies, or other 
recognized agency should be used 
for gaseous oxygen cylinders. It is 
best to purchase manifolds from a 
who com 


writers’ 


manufacture! 
plies with the appropriate stand- 
arcs. Installation of manifolds 


reliable 


the green tag attached to the 
cylinder. 
Return the cylinder promptly 
to the supplier in accordance 
with his instructions. 

d. Mail a copy of the bill of lading 


to the consignee. 


Personal Protective Equipment 

63. Employees who handle oxy- 
gen cylinders should wear leather 
gloves and safety shoes. It is also 
recommended that safety glasses 


oxygen at high pressure is being 
transferred through a distribution 
system. 


ACKNOWLEDGMENT 

This data sheet originated as a proj- 
ect of the New York Metropolitan 
Chapter of the American Society of 
Safety Engineers. It has been exten- 
sively reviewed by members of the 
National Safety Council and by repre- 
sentatives of chapters of ASSE. It has 
been approved for publication by the 
Publications Committee of the Indus- 
trial Conference of the National Safety 


should be done only by persons 
for the and under 
qualified supervision 


(spectacle type) be worn when Council. 


trained work 
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FOOT-TOE-LEG Protection by “Sankey” 


60. Oxygen should not be sup 
plied by a system of shop piping 
unless the oxygen supplier. has 
been consulted and his recommen 
dations secured and carried out. 
Industrial oxygen piping systems 
should conform to specifications 
recited in NFPA Standard No. 51, 
Gas Systems for Welding and 
Cutting. Medical oxygen piping 
ystems and supplies should com 
ply with specifications contained 
in NFPA Standard No. 565, Non- 
fl able Medical Gas Systems. 


61. Oxygen cylinders must be 
filled in accordance with ICC reg 
which that the 
pressure in a fully charged oxygen 
cylinder at 70 F must not exceed 
the service pressure marked on 
the cylinder. ICC Specifications 
3A and 3AA cylinders may, under 
conditions prescribed in the ICC 
regulations, be charged with oxy 
gen to a pressure 10 per cent in 
pressure 


ulations specify 


“SANKEY” IMPROVED FOOT GUARD 

The metal shield (above) is designed to fur- 
nish @ maximum amount of protection to the 
entire front of the foot—not merely the toes 
alone, but also to the instep against hazards 
from falling, rolling or flying objects, or from 
accidental tool blows. 
@ Absolute freedom of leg motion, utmost pro- 
tection and comfort come with the leg-contour 
shaped “Sankey” fibre shin guard (right). 
@ Fibre knee-shin guard (right) provides flex- 
ible knee movement on jobs with both knee and 
shin hazards. 


excess of the service 
marked on the cylinders. 


For more information write today 


ELLWOOD SAFETY APPLIANCE CO. 


225 SIXTH ST. — NSC ELLWOOD CITY, PA. 


CUT DOWN NOISE 


WITH THE SMR 


EARSTOPPER 


Soft, comfortable, resilient, the SMR EAR 
STOPPER adjusts itself to all shapes, turns 
and movements of the ear canal. Tends to 
2 anchor itself in the ear. Has a long life and 
° is reasonable in cost. Furnished in a plastic 
; case. Forty-five cents per set in gross lots 


| a ak SURGICAL MECHANICAL 
5 Free sample when requested RESEARCH INC 


on company stationery. 1905 Beverly Bivd., L.A. 57, Calif. 


62. When oxygen cylinders have 
been emptied, the following pro 
cedure should be observed: 

a. Close the cylinder valve and 
replace the protection 








valve 
cap 

b. Cover the green identification 
label with an “empty” label, or 
remove the lower portion of 





Help Fight TB 
eee Se, 





Buy Christmas Seals 
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THE POSITIVE 
LADDER SAFETY DEVICE 


LOCKS-IN-A-NOTCH! 

CLIMBING 
MADE SAFE! 
If climber starts 
to fall, device 
locks in a notch 
automatically, in- 

™ stantly. Holds se- 
curely. Limits fall 
to 6 inches 


PREVENTS DEATH AND INJURIES 
— FROM FALLING 


AUTOMATIC, POSITIVE. Wil! instantly catch 
and hold workman if he starts to fall, even 
if unconscious. Requires no attention from 
climber; he climbs in normal manner. Inex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment rust 
and corrosion proof. Can be kept free of ice 
by applying heat inside the carrier rail. In 
use approx. 10 years. Approved by Safety 
Engineers and Govt. Agencies throughout 
country. Patented. Manufactured only by 


SAFETY TOWER LADDER CO. 
1024 Burbank Bivd., P.O. Box 1052 
BURBANK, CALIFORNIA 


for SAFETY and 
LONG SERVICE 


C&E (Ericson) 
Safety Plugs 





Blades are imbedded in a hard rubber 
insert which holds them permanently 
in place. No. 15 PC illustrated. 


Ericson offers in every plug construction 
features which speak for long, trouble-free 
service. No rivets are 
struction. Neoprene bodies have flexible 
shank and are oil-resistant. Every plug has 
provision for tension relief of cord connex 
tion through Ericson’s Cord Grip Ring 
(standard) or Cord Grip Clamp. 
tin N-1] 


ETS 
Wechrical aabey wroducte, 


ERICSON MANUFACTURING CO. 


1660 HAYDEN AVE., CLEVELAND 12, OHIO 
Circle Item No. 75—Reader Service Card 


used in body con- 


Get more information on 
this unique plug, as well 
other C&E safety 


Bulle 


as many 
products. Ask for 


162 


New Club to Promote 


Foot Protection 

Formation of the Golden Shoe 
Club, an organization designed to 
promote foot safety in industry, 
was announced at the National 
Safety Congress in Chicago, Oc- 
tober 20-24, 1958. 

Membership in the club is open 
to anyone who sustains a foot ac- 
cident but escapes without injury 
because of wearing safety shoes. 
Each member will receive two 
Golden Shoe Award pins, one for 
wear on the job, the other for 
dress wear as a lapel or tie tack. 
He will also be presented a 
Golden Shoe Award certificate. 

Candidates for membership 
must be certified by their plant 
safety director and plant manager 
as having avoided injury in a foot 
accident by wearing safety shoes. 

Complete information on the 
award has been sent to all indus 
trial safety directors in the U. S. 
Additional information may be 
secured by contacting Ed Lang, 
Secretary, Golden Shoe Club, 
c/o Hy-Test Safety Shoes Divi- 
sion, International Shoe Com- 
pany, 1509 Washington Avenue, 
St. Louis 66, Mo. 


Wire Rope Abrasion 


-From page 27 


is particularly true of flattened 
strand ropes, where surface wear 
is distributed over four wires in 
each strand instead of one, 
round strand rope. 

Flattened strand rope also offers 
greater resistance to crushing 
than round strand rope. It has 
a smoother surface, reducing wear 
in sheaves and drum grooves. 

Lubrication. Wire rope is lu- 
bricated internally, when it is 
made. Use or exposure works or 
dries out this oil, which must be 
replaced on the job. The right 
lubricant, properly applied, re- 
duces external abrasion and pen- 
etration of abrasive particles, and 
lessens internal friction. 

Got a wire rope problem? Write 
the manufacturer or supplier. He 
has the answer. 


as in 
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For sae) 


write for 
FREE 
SAMPLE 
or order 
direct 
from us 


CHIC MAID nar mec. co, inc 


630 HIGH STREET 
BUFFALO 11, N.Y 


VVVQGOGOCOOCCCOCO9COEAANAGOOGEGC9ODUOUOOOAAHNONNONOCOGOOOOOOOAAAOEE 


TAKE THESE 


SIMPLE STEPS 


TO SAFETY 


eostly slips, —- 
operator 


Brabrook for 


us 


fatigue. 


best 


_ Saaty floor mats. 


for BRABROOK specialist advice 
and literature on your safety 


underfoot problems. 
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These trade publications will keep you up-to-the-minute on new 
developments in safety equipment and‘health products. All catalogs 
are free, and will be sent without obligation. Just circle publication 


number on the Reader Service Postcard. 


Aluminized Fabric 
Minnesota Mining and Manufacturing Co., 
New Products Division, 367 Grove St., St 
Paul 6, Minn., has published four bulletins 
No. 1 through 4) on the aluminized fabric 
heat-resistant suits. The bulletins 
he properties of the fabric, tests 
reflection, effectiveness of alumi- 
a heat control device in protective 
i the company’s heat-reflective 
material 
For more details «< e No. 400 
on enclosed return postal card 


Valve Features Punch Press Safety 
A new “C” version of the Life-Guard 
has been made available by Ross 
Valve Co., 120 E. Golden Gate, 
Michigan Designed to provide 
possible safety for operators 
pneumatic clutch or clutch-brake con- 
trolled power presses, it senses any potential 
nalfunction within itself and locks out to 
nt unsafe press operations 
For more details circle No. 401 
n enclosed return postal card 


Operational Book No. 48 
Super-Vacuum Mfg. Co., Inc., 31942 East 
17th Ave., Denver 3, Cok has published 
Operational Book No. 48 The well-illus- 
12-page booklet describes the basic 
operating principles of smoke ejectors in 
various fire department operations such as 
ventilation, and gives tips on how to use 
them most effectively 

For more details circle No. 402 

on enclosed return postal card. 


Air Handling 
‘Westinghouse Puts Air To Work” is an 

llustrated 28-page booklet D-199, that covers 
and distribution of air, and prod- 
icts for the job. Information on applica- 

and other data included. Westing- 
house Sturtevant Div., 653 Page Blvd., 
Springfield 2, Mass. 

For more details circle No. 403 

on enclosed return postal card 


Scrubbers, Polishers 

One 4-pager, a 6-pager and two single- 
papers (all illustrated) tell about floor 
machines. Gives information on 11 heavy- 
duty scrubbers, polishers, transferable vacu- 
um models, and cleaners. Hild Floor Ma- 
chine Co., 1217 Washington Blvd., Chicago 
7, Il 


trated 


treatment 


For more details circle No. 404 
on enclosed return postal card 


Plastic Goggle 

Literature describes a plastic goggle for 
protection against splash, spray, and flying 
particles. Is recommended for workers in 
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chemical plants and other humid conditions. 
Light, comfortable goggle is indirectly venti- 
lated to be fog-free. Gives wide-angle vision 
American Optical Co., Southbridge, Mass 
For more details circle No. 405 
on enclosed return postal card 


Air Operator Vacuum 

“Little Windy” Airvac cleans electrical 
switchboards, control panels, and the like 
without power shut-down Air-operated 
vacuum operates on Venturi principal, fits 
standard air hose. Many accessories adapt 
it for varied wet and dry pick-up jobs. 
M-M-A, Inc., 53 N. Duke St., Lancaster, Pa. 


For more details circle No. 406 
on enclosed return postal card 


R-L-M Standards 

Here's the 1958 edition of the R-L-M 
Standard Specifications Book for industrial 
lighting units. New specs cover fluorescent 
units, incandescent reflector sizes. Simplified 
technical data. R-L-M Standards Institute, 
Suite 8299, 326 W. Madison St., Chicago, Il 


For more details circle No. 407 
on enclosed return postal card. 


Noise Control Unit 
Literature describes a noise control unit 

for air conditioning and ventilating systems, 
which is circular-shaped, for easy installa- 
tion in sound duct systems. No transition 
sections are needed. Units are available in 
6” to 60” in diameter and 4’ to 10’ lengths. 
Industrial Acoustics Co., Inc., 341 Jackson 
Ave., New York 54, N.Y. 

For more details circle No. 408 

on enclosed return postal card 


Fire Protection Systems 

Fire protection systems of various types 
water sprays, foam, carbon dioxide, and dry 
chemical, are described in a colorful 4l-page 
book. Charts aid the reader in the selec- 
tion of the system best suited for a given 
purpose. Fire protection controls and de- 
vices also are illustrated and their appli- 
cations reviewed. Grinnell Co., Inc., 277 
W. Exchange St., Providence, R.I 


For more details circle No. 409 
on enclosed return postal card. 


Solvents 
Solvents formulated from low-toxicity 

materials are featured in Bulletin “S”, en- 
titled “Savings and Safety.” Versatility, 
cleaning powers and fire safety are among 
the characteristics cited for the solvents. 
Tect, Inc., Northvale, N.J. 

For more details circle No. 410 

on enclosed return postal card 


Forged Steel Globe Valves 
A well-documented 4-page bulletin, DH- 
213, describing the Figure F80 Forged Steel 


Globe Valve has been prepared by the 
R-P&C Valve Division, American Chain and 
Cable Co., Inc., Reading, Pa. Designed for 
process piping, power, shipbuilding indus- 
tries, etc., the bulletin lists material and 
dimension specifications, pressure-tempera- 
ture ratings and special features of the 
valve which is available in '4, %%, %%, %4, 
144, 1% and 2 inch sizes. 

For more details circle No. 41! 

on enclosed return posta! card. 


Protective Gaps—For Positive Pro- 


tection of Series Capacitors 
Protective Gaps for positive protection of 
series capacitors—Bulletin GEA-6855 gives 
detailed information on new series capaci- 
tor equipment designed to improve second- 
ary voltages, eliminate flicker, and make 
distribution transformers self-regulating 
Publication includes system diagrams, pic- 
tures of the equipment, a dimensional 
drawing of the self-clearing protective gap, 
and tables showing ratings and voltage bene- 
fits. General Electric Co., Schenectady 5, N.Y. 


For more details circle No. 412 
on enclosed return postal card. 


“Extend-A-Step” Ladder 

A colorful fully illustrated bulletin de- 
scribing the construction features and uses 
for the new “Extend-A-Step” Ladder is 
available from the Patent Scaffolding Co., 
Inc., 38-21 Twelfth St., Long Island City 1, 
N.Y. According to the bulletin L-93, the 
Extend-A-Step Ladder converts from a basic 
step ladder model into any of the following: 
an extension ladder, a stairway ladder or 
into two separate ladders. 


For more details circle No. 413 
on enciosed return posta! card 


Flow Switch Folder 

This new Bulletin FS-1 covers the McDon- 
nell line of flow switches—devices which 
respond to flow of liquid in a pipeline to 
make or break an electrical circuit. They 
are mounted on the pipeline, and extend 
a paddle down into the flow. When flow in 
the pipe starts or stops, movement of the 
paddle operates the switch. As listed in 
this bulletin, the flow switches have an 
extremely wide range of application. They 
can be used to light signals, sound alarms, 
start or stop motors, burners or metering 
devices. As a typical example, their use in 
an air conditioning system is shown in 
detail. The bulletin introduces the new 
McDonnell FS4 Series Flow Switches, suit- 
able for pressures up to 100 pounds. Details 
of construction are given, along with di- 
mensions, models available and Under- 
writers’ Listed electrical ratings. McDon- 


103 





nell and Miller, Inc., 3500 N. Spaulding Ave., 
Chicago 18, Ill. 


For more details circle No. 4/4 
on enclosed return posta! card 


Storage Racks 
The Paltier Corporation, 1701 Kentucky 
St., Michigan City, Ind., 
all-new, all-adjustable Series 3200 combina- 
tion Pallet, Skid and Die Rack. This rack 
can also be used as a live-feeder type rack 
or the drive-in rack or as order-picking 
frames. The self beam is inserted and locks 
into uprights—besides a Z-bar key is fur- 
nished for positive safety locking of all 
shelf beams. Shelf bearn cannot be removed 
or disengaged accidentally ] 
3” x 3” tubular uprights—L-type shelf sec- 
tion for wood decking. 2” (one man) ad- 
justments up or down. Catalog No. 58B 
gives full details. 
For more details circle No. 4/5 
on enclosed return postal card 


announces thei! 


Available witl 


Dry Chemical Fire Extinguisher 

A new 6-page brochure which describes 
a new 200-lb., pressurized dry 
wheeled fire extinguisher has been an- 
nounced by Walter Kidde and Co Inc 
675 Main St., Belleville 9, NJ. The ill 
trated brochure is in color and outlir 
operational and maintenance features of the 
new dry chemical unit. Kidde states that 
this wheeled unit gets more dry chemica 
on a flammable liquid or electrical fire 
faster. Even with its fifty extra pounds of 
dry chemical, it is light in weight, com- 
pact and easy to maneuver because it has 
no heavy gas cylinder. It is approved by 
Underwriters’ Laboratories and Factory 
Mutual. 


For more details circle No. 4/6 
on enclosed return postal card 


chemical 


Explosion Proof Fixtures 

Bulletin No. EF describing in detail the 
new “E-Series” line of Explosion Proof 
Fixtures UL approved for use in atmos- 
pheres containing flammable gases or vapors 
is now available from Rab Electric Mfg 
Co., 605 E. 132nd St., New York 54, N.Y 
The bulletin includes complete information 
specifications, dimensions and _ illustrations 
of the three basic type Rab Explosion Proof 
Fixtures: (1) The Pendant Type “EP 
series; (2) the Junction Box Type “EX 
series; and (3) the Bracket Type “EB 
series. Also illustrated are standard, shallow 
and angle domes used with these fixtures 
as well as accessories such as Globes 
Guards, Sockets, and Plugs. The “E”’ series 
fixtures meet Underwriters’ 
requirements for Class 1, Group C, and 
Group D atmospheres and are designed to 
operate at a temperature below the ignition 
of the gas-air or vapor-air atmospheres in 
which they are used, and to resist rupture 
caused by possible internal explosion 


For more details circle No. 417 
on enclosed return posta! card 


Laboratories 


Safety Equipment Catalog 

The Chicago Eye Shield Co., has just 
announced the availability of a new 48-page 
catalog which describes and illustrates the 
eempany’s complete line of safety equip- 
ment. More than just a catalog, this new 
publication is a helpful guide to the selec- 
tion, application and maintenance of pro- 
tective equipment for hundreds of individual 
applications. Included is a detailed chart 
listing the recommended safety equipment 
to use for 17 basic classifications of indus- 
tria) hazards. There's also information on 
how to specify lenses as well as how to 
select correct filter lens where conditions 
warrant. Chicago Eye Shield Co., 2705 W 
Roscoe St., Chicago 18, Ii! 


For more details circle No. 4/8 
on enclosed return posta! card 


Stationary Batteries 
Bulletin CP-541 describes the use and 

design of the manufacturer’s line of low 
capacity light duty lead-antimony grid bat- 
teries for control, switch-gear, auxiliary 
power and other stationary applications 
Includes compiete data on the 2- and 3-cell 
sizes with 50 and 100 ampere hour ratings 
curves on discharge characteristics, rack 
lata and accessory details. C and D Bat- 
Conshohocken, Pa. (Washington 
and Cherry Streets) 

For more details circle No. 4/9 

on enclosed return postal card 


teries, Inc 


Liavid Level Gages and Valves 
Jerguson Gage and Valve Co., 80 Adams 
St Burlington, Mass., announces a new 
Slide Selector for easy selection of the cor- 
rect size and type of liquid level gages and 
valves for any job. The pocket size Selector 
yndenses a wealth of specifications, sizes 
and other data in easy-to-use forn The 
gives size numbers, visible glass and 
center-to-center connections for the com- 
line of Jerguson Gates in all types 
and pressure groups. Other data includes 
ndividual Pressure-Temperature graphs on 
each type of gage, illustrations of various 
gage-valve combinations, and cross-section 
istrations and data on various types of 
vaives 
For more details circle No. 420 
on enclosed return postal card 


Lens Cleaning 
Bulletin describes company's complete line 
lens cleaning cabinets, lens cleaner, lens 
tissue, anti-fogging liquid, and anti-fogging 
stations. Wilkins Co., Inc., 220 Groton Ave 
Cortland, N.Y 
For more details circle No. 42! 
on enclosed return postal card 


Spectacle-Type Goggles 
The Fentall Company has available litera- 

ture describing their complete line of spec- 
tacle-type goggles and adjustable face 
shields. The goggles listed are attractively 
styled, and the headgears are equipped with 
snap-on replaceable windows. Fendall Co 
4509 N. Lincoln Ave., Chicago 25, II 

For more details circle No. 422 

on enclosed return postal card 


Watchclocks 

Increased watchmen’s efficiency and 
owered insurance rates can be attained 
through use of watchclocks. Four different 
clock models are pictured and described 
n literature Three are portables; the 
fourth is a single station clock with a 7- 
day dial. Chicago Watchclock Corp., 1524 
So. Wabash Ave., Chicago 5, Ill 


For more details circle No. 423 
on enclosed return postal card 


Fire Equipment 
A wide range of fire protection products 
is covered in this 98-page catalog No. 157 
Photos, descriptions, applications, and price 
data are included. W. S. Darley & Co., 
2810 W. Washington Blvd., Chicago, Il 
For more details circle No. 424 
on enclosed return postal card 


Safety Valve 

Dangerous explosions can be prevented 
through the use of the Vent-A-Drum auto- 
matic safety valve, described in literature 
available from Central Safety Equipment 
Co., 6611 Marsden St., Philadelphia, Penna 
Safe storage of flammable liquids is assured 
because the valve allows air to enter or 
escape the container. 


For more details circle No. 425 
on enclosed return postal card 


One Little Spark 
Your static problems are answered 
One Little Spark,” a booklet issued by 


Walter G. Legge Co. It supplies authorita- 
tive data based on Legge’s long experience 
in the development of anti-static devices 
for people, equipment, and machinery 
Walter G. Legge Co., Inc., 101 Park Ave 
New York 17, N.Y 

For more details circle No. 426 

on enclosed return postal card 


Sanitary Washing Facilities 

Sanitary Washing Facilities such as wash- 
fountains and multi-stall showers which 
require fewer piping connections and lower 
installation costs are described and _ illus- 
trated in Catalog 5402 
simplicity of installation are included 
Bradley Washfountain Co., 2203 W. Michigan 
St., Milwaukee 1, Wis 


For more details circle No. 427 
on enclosed return postal card 


Details on the 


Steel Toes 

19 styles of steel toes, each designed 
specific applications, are presented in 
iterature available from Safety Box Toe 
Co The 
these steel safety toes offer your workers 


literature fully descr*bes how 


not only up-to-the minute styling but 
added safety factors as well. Safety Box 
Toe Co 812 Statler Bldg Boston, Mass 
For more details circle No. 428 
on enclosed return postal card 


Industrial First Aid 

Advantages and applications of Mercuro- 
chrome for industrial first aid are described 
in the folder available from Hynson, West- 
cott and Dunning, Inc., Baltimore 1, Md 
Also available are releases covering meth- 
ods of applying bandages over cuts and 
abrasions, and the use of Thantis lozenges 

first aid for throat irritations 


For more details circle No. 429 
on enclosed return postal card 


Prevention of Athlete’s Foot 
Foot powder for prevention of athlete's 
literature available 
Westport, Conn 
powder, the literature 


foot is discussed in 

from C. B. Dolge Co 
Covering “Alta-Co 
also furnishes information on the firm's 
tester for use in maintaining foot bath 
tubs at full strength 


For more details circle No. 430 
on enclosed return postal card 


Work Gloves 
Catalog No. 210 reviews an extensivé line 
of industrial work gloves Various styles 
are illustrated. When purchased in quantity 
these gloves are imprinted with names and 
slogans without charge. Among the 20 safe- 
ty slogans you can choose from are such 
thought provokers as “Always Alert—No- 
body Hurt,” and “Fingers Are Not For 
Sale.’’ Riegel Textile Corp., Industriai Glove 
Div., 269 Madison Ave., New York 16, N.Y 
For more details circle No. 431 
on enclosed return postal card 


Safety Shoes 

More than 90 models are highlighted in 
a 32-page color brochure. Complete details 
on the Anchor Flange Steel Box Toe, Bol- 
Tan sweat-resistant leather insoles, Du‘sco 
mildew-proof linings, and various other 
features are included. Safety oxfords, shoes 
and boots are grouped in separate sections 
Hy-Test Safety Shoes Div., International 
Shoe Co., 1509 Washington Ave., St. Louis 
3, Mo 


For more details circle No. 432 
on enclosed return postal card 


Foot Guard 

‘Sankey” Foot Guard, which protects the 
entire foot even as it provides freedom of 
leg motion and comfort, is featured in 
Ellwood Safety Appliance Co. literature 
Sankey knee guards and knee-shin guirds 
are also described and illustrated. Ellwood 
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Appliance Co., 225 6th St., Ellwood 


Pa 
For more details circle No. 433 
enclosed return postal card 


Floor Absorbent 
Zorball eliminates slipperiness due to liq- 
tids 9 grease, that makes floors haz- 
Company literature informs us that 
keeps fi. rs safer longer because 
ide of rugged ingular particles, 
breakdow!r Further, it is non- 
even when saturated with oil 
Chemicals Co 130 Clark St., 
Mich 
more details e No. 434 
enclosed return postal card 


Non-Slip Surfacing 
Scot Tred compar terature tells 
le sure footir Can be used 
walkways, al ramps, both in- 
out. Available in four colors, 
is a major deterrent to slipping 
Minnesota Mining & Mfg. Co., 
RM-108, St. Paul 6, Minr 
F more details c e No. 435 
enclosed return postal card 


Telescopes 
These istom-built un are designed for 
»peration. Plat- 
range Rugged 
rrotect the worker at all times 


t, off-the-gro 


00-Teet 


te details are available in literature 
ailable by the ifacturer. Econ- 
neering Co i518 W. Lake St., 

4, Ill 


F more details circle No. 436 
n enclosed return postal card 


Ladder Safety Device 
Lite ture discloses that a ladder climber, 
having lost his balance fall no more 
nches, if tl product is in use 


GETS-A-LITE auarp ang GuiDE 


Quickly and Easily Installed 
by Anyone — No 
Tools Needed! 


Simply slip GETS-A-LITE GUARD 
AND GUIDE over the fixture, as il- 
lustrated, 

Made of indestructible spring steel 
wire. Nothing to break, get out of 
order or replace. Will last indefi- 
nitely. 

Once installed, GETS-A-LITE GUARD 
AND GUIDE is NEVER removed, 
Nothing to unlock, fuss with or 
lock, when changing lamps. 


GETS-A-LITE GUARD AND GUIDE 
actually steers lamp into socket, en- 
abling maintenance man to change 
lamp in i0 seconds! 

Available for 40 watt and 100 watt 
fluorescent lamps. 


GETS-A-LITE CO.—Dept. NSN-128 
3865 N. Milwaukee Ave., Chicago 41, Ill. 
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If the climber starts to fall, the device 
locks in a notch automatically and instantly 
The product clamps to any rung or peg 
ladder, pole or framework. Safety Tower 
Ladder Co., 1024 Burbank Blidg., Burbank, 
Calif. 


For more details circle No. 437 
on enclosed return postal card 


Warning Signals 
Warning signals for cranes and shop 

trucks are described and illustrated in 
literature made available by Federal Sign 
and Signal Corp Catalog 100). Sirens and 
lights are capable of saving lives as well 
as expense, the catalog reminds us. Federal 
Sign and Signal Corp 8725 S. State St., 
Chicago 19, Ill 

Sor more details circle No. 438 

on enclose. return postal card 


Dockboards 

Magnesium dockboards equipped with 
safety curbs and special anti-slippage locks 
are reviewed in literature available from 
Magnesium Co. of America, 5222 Indianap- 
olis Blvd., East Chicago, Ind., Magnesium 
is approximately 25 per cent of the weight 
of stee!, and thus lifting strains are allevi- 
ated 


For more details circle No. 439 
on enclosed return postal card 


Vacuum Sheet Lifters 

Vacuum sheet lifters are reviewed in 
F. J. Littell Co.'s new catalog. The litera- 
ture explains how these devices lift sheet 
ingots, glass, plywood 
boxes, cabinets “by air F. J. Littell Ma- 
chine Co., 4127 N. Ravenswood Ave., Chicago 
13, Ill 


steel, aluminum 


For more details circle No. 440 
on enclosed return postal card 


Safety Hats and Caps 
These hats and caps feature polyethylene 

suspension, making them soft, pliable, so 
that they conform to the contour of the 
wearer's head. The suspensions are easily 
cleaned and sterilized, unaffected by de- 
tergents, and will not mildew, sour, or rot 
The entire product line is described and 
diagrammed in literature prepared by the 
manufacturer Fibre-Metal Products Co., 
5th & Tilghman St., Chester, Pa 

For more details circle No. 441 

on enclosed return postal card 


Bulletin Boards 
This firm's catalog reviews its line of 

indoor and outdoor bulletin boards of the 
self-sticking, cork-backed type. It high- 
lights the Dav-son Safety Director, a flash- 
ing display board, equipped with red and 
green flashing lights. This model operates 
on 110-120 volt, AC-DC and measures 181) 
x 29". A. C. Davenport & Son, Inc., 311 N 
Desplaines St., Chicago, Ill 

For more details circle No. 442 

on enclosed return postal card 


The Control of Dermatitis in 
Industry 

The Control of Dermatitis in Industry is 
the title of a 24-page booklet published by 
West Chemical Products, Inc., 42-16 West 
St., Long Island City, N.Y. The program 
outlined in the booklet for prevention and 
cormtrol of industrial dermatitis is based on 
extensive hygienic research and experience 


For more details circle No. 443 
on enclosed return postal card. 


Toilet Plunger 
Toilaflex, a toilet plunger developed by 

Stevens-Burt Co., clears stuffed toilets with- 
out permitting air or water to escape. 
Literature gives full details. Stevens-Burt 
Co., New Brunswick, N.J. 

For more details circle No. 444 

on enclosed return postal card. 
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SAFETY EQUIPMENT 
and APPLIANCES 


“ACID PUMPS 

DRUM CRADLES 
TILTERS—SYPHONS 

ACME GAS MASKS 
RESPIRATORS—INDICATORS 
EMERGENCY BREATH. EQPT. 


Watchemoket Eye Savers, Face Shields, 
Helmets, Hoods, Masks, Safety Signs, 
Cans, Belts, Boards, Stretchers, Fire-Blan- 
kets, Curtains, Detectors and Monitors. 
Eyewash Fountains, Emergency Showers, All 
Types Safety Lights, Smoking Stands, Traf- 
fic Mirrors, Floor Markings, and many other 
types of Safety Equipment. 


Send for Our 1958-59 Edition Safety- 
Material Handlings Mail Order Catalog 
NEW JERSEY SAFETY 
EQUIPMENT COMPANY 


Orange 4-4372 and 4-3446 
299 Park Avenue East Orange, N. J. 





| REVOLVO-RAY 


+ : 
| 


SAFETY Against ACCIDENTS 
For Hazardous Locations 
Revolves thru 360 Arc 


Brilliant Attention Commanding 
Signal 


Available in clear or 4 colors 
Used in Many Industrial Plants 
Non-Ferrous Metal 





The Portable Light Co., Inc. 


216 William St., New York 38, N. Y. 
Write for free literature—Dept. 70 
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lee Sonic EAR-VALVS 
Eliminate the HARMFUL 
Effects of NOISE to 
The EAR DRUMS 


A FREE 30 Second Demonstration 
will PROVE this BEYOND QUESTION 
We GUARANTEE THAT! Remember 
they are NOT EAR PLUGS! they are 


scientifically developed sound controls that 
protect the ear drums without interfering 
with normal conversation or sound. We'll 
gladly send you a pair for actual demcnstra- 
tion. THEN you will find out why they are 
recommended and used wherever NOISE is 
a HAZARD and a deterrent to normal produc- 
tion. Send for your demonstration pair TODAY 
on company letterhead. No obligation to pur- 
chase. 

SIGMA ENGINEERING COMPANY 


1491 Vine St., Dept. F-3, Los Angeles 28, Calif 





Guard Against eS 


j fe 


SUDDEN 
BLACKOUTS © > 


be prepared with 


AUTOMATIC EMERGENCY LIGHTS 


Storage Battery Always Fully Chorged— Built-in Chorger 








When writing them, please 
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Alan Wood Steel Co. 

Aluminum Ladder Co. 
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Industrial Products Co. 


Jackson Products Div., Air Reduction 
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Junkin Safety Appliance Co 
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Kidde, Walter, & Co. 


R 


Riegel Textile Corp 
Riggs Nucleonics Corp 
Rockwood Sprinkler Co 
Rose Mfg. Co 
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Safety Box Toe Co 

Safety First Supply Co 
Safety Tower Ladder Co 
Schrader’s, A., & Son 

Scott Aviation Corp 

Sigma Engineering Co 
Speakman, Company, The 
Standard Safety Equipment Co 
Stonehouse Signs, Inc 

Sugar Beet Products Co 
Surgical Mechanical Research 


I 
Taylor, 8. G., Chain Co 
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U-C Lite Mfg. Co 

U. S. Borax & Chemical Corp 
Pacific Coast Co., Div 
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Walton-March 
Watchmoket Optical Co 
West Chemical Products Inc 
woe Protective Apparel! Inc 
Wickwire Spencer Steel Div 
Colorado Fuel & Iron Corp 
Wilkins Co., Inc. 
Wyandotte Chemicals Corp 


25¢WINDSOCKS 
KEEP HEADS 
WARM 


: 


ay 


_—— 


-- = 


- -+ + 


~” 


Just plug in a BiG Beam Emergency Light and | L 
rest assured that when regular lights fail, your Legge, Walter G., Co., Inc. 
plant or building will be protected automatically Littell, F. J., Machine Co. 
with hours of bright, sare illumination. Variety ‘ie 
of models available. | McAn, Thom, Safety Shoe Div 
McDonald F., Co. 
HAND LAMPS « FLARES | Merrill Brothers * 
: ‘ , | ine Safety pootens 
Wide range of hand lamps Morse Mfg. Co. 
and flares also available, 
including Explosion-Proof N 
3 Hand Lantern, Model 287EX National Safety Council . 
for use in Hazardous Locations New Jersey Safety Equipment Co. 
Class 1, Group D, Approved | 
by Underwriters’ Laboratories 
Write for Bulletin 
on Complete Big Beam Ling 


U-C-LITE MFG.CO. csicccs'20 i 
Canada: Bernard Marks & Co., Ltd., 70 Claremont St., Toronto 3, Ont 
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wear hard hats in winter 

weave easily expands to any head nee 
With Windsocks there’s no time lost in- 
o stalling permanent type liners. 

Order a trial dozen today. 
Only $3.00 plus postage. 


Standard Safety Equipment Company 
431 N. Quentin Road, Palatine, ill. 


Onox, Inc. 
7025 


P 
Packwood, G. H., Mfg. Co. 
Patent Scaffolding G.. ' lac. 
Portable Light Co., Inc 
Practical Mfg. Co. : 
Prairie State Products Co. 
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Che advertising pages of the News 


',.. your guide to products of importance 
and help to your plant safety program 


up-to-the-minute on all the latest advances 
tn ‘inchoate safety products and services through 


the advertising pages and new safety equipment 
features in the NATIONAL SAFETY NEWS. 

Should you want additional information or special 
consultation on your specific problems, don’t — 
to write to the manufacturers. They welcome 


+ orl will answer your questions wi ut 


Although the Council does not test or examine the 
Products acvertised or mentioned in the editorial 
features, staff engineers and technicians review all 
product information in an effort to determine that 
descriptions and performance claims are accurate. It 
should not be construed, however, that commercial 
products are approved or endorsed by the National 
Safety Council. 


Before you mail your 
Reader Service 
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CcCESCO 


os a 


—a Helpful Guide to 
the selection, application and maintenance 
of Industrial Protective Equipment 


e Just off the press is your FREE copy of the big 
new CESCO 48-page catalog. More than a catalog, 
this publication is a helpful guide for choosing the 
right safety protective equipment to meet your 
particular requirements. For example, there's a 
detailed chart listing the recommended safety 
equipment to use for 17 basic classifications of 
industrial hazards. And there’s a complete descrip- 
tion and illustration of all the items in the CESCO 


line—for over 50 years the standard bearer of 
quality safety protective products built for maximum 
safety, comfort and durability. 


@ You can get your FREE copy of the New CESCO 
catalog two ways—either by contacting the CESCO 
distributor nearest you or by writing us direct. 

Send for your copy today! 


ATLANTA, GA 
Guardian Satety Equipment Co 
091 Euclid Avenue, ¥. 
BATON ROUGE, LA 
Guardian Safety Equipment Co. 
3615 Capito! Heights Ave. 
BIRMINGHAM, ALA. 
Industrial Safety Supply Co 
27 Huntsvilie Road 


CONTACT THE CESCO DISTRIBUTOR NEAREST YOU FOR YOUR FREE CATALOG 


BOSTON, MASS. 

Genera! Equipment Corporation 
261 Franklin Street 
BUFFALO, N. Y. 

The Watson Company 

1443 South Main Street 
CHICAGO, ILL 

Universal Safety Equipment Co. 
5115 West Diversey Avenue 
CINCINNATI, OHIO 
Williams & Co., Inc. 

3231 Fredonia Avenue 
CLEARWATER, FLORIDA 
Car-Mad Equipment Company 
608 Palm Avenue, Belleaw 


CLEVELAND, OHIO 
Williams & Co., Inc. 

3700 Perkins Avenue 
COLUMBUS, OHIO 
Withiams & Co., Inc. 

900 Willams Avenue 
DALLAS, TEXAS 
Guardian Safety Equipment Co 
3107 Commerce Street 
DETROIT, MICH. 

Averill Equipment Company 
19225 Conant Avenue 
HOUSTON, TEXAS 
Guardian Satety Equipment Co 
200 Sandman Street 


KANSAS CITY, MO. 
Satety, Incorporated 

17% East 3ist Street 
KNOXVILLE, TENN. 
Satety Equipment Distributing Co. 
832 West Main Avenue 

LOS ANGELES, CALIF. 
Guardian Satety Equipment Co. 
7223 South Main Street 
LOUISVILLE, KENTUCKY 
Williams & Co., Inc. 

1109 South Preston Street 
MILWAUKEE, WIS. 
Universal Safety Equipment Co. 
3155 South Seventh Street 
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NEW YORK, N. Y. 

(See ORANGE, N. J.) 

ORANGE, N. J. 

Guardian Satety Equipment Co. 

400 South Jefferson Street 
(New York-New Jersey Area) 

PEORIA, ILL. 

Standard Industrial Products Co. 

3527 W. Farmington Rd. 

PHILADELPHIA, PA. 

Guardian Safety Ecvipment Co. 

214 South 45th Street 

PITTSBURGH, PA. 

Williams & Co., inc. 

901 Pennsylvania Avenue 

ST. LOUIS, MO. 

Safety, incorporated 

2608 Olive Street 

ST. PAUL, MINN. 

Continental Satety Equipment, inc 

1551 Selby Avenue 


SALT LAKE CITY, UTAH 
Universal Safety & Fire Equipment 
Co., 727 South West Temple 
SAN MATEO, CALIF 
Guardian Safety Equipment Co. 
220 East Third Avenue 
TOLEDO, OHIO 

Withams & Co., Inc 

946 Kane Street 

TULSA, OKLA. 

Guardian Satety Equipment Co 
1742 South Main Street 
MEXICO CITY, D. F 
Safety Equipment, S.A 

Rosas Moreno No. 152-8 
EDMONTON, CANADA 
Soper -Singieton Electric Co 
10831 10ist St. 
MONTREAL, CANADA 
The Butler Optical Company, Lid 
1520° Mountain Street 





Note: Worker is wearing an AO Aluminized 


Face Shield (#HSW104AL) which reflects 80% « 


f radiant heat 


For Light Weight, Long Wear Protection ... 


AO SILVABESTOS CLOTHING 


Here’s American Optical’s new line of improved coated 
asbestos clothing which offers unusual abrasion resist- 
ance, lightweight, flexibility and comfort, and a heat 
reflection of about 40%. It is designed for operations 
where the high radiant heat reflectivity of our alumi- 
nized line is not required. 

Abrasion tests of AO Silvabestos show increased wear 
resistance up to 168 per cent over conventional asbes- 
tos of heavier weight — an advantage of particular im- 


Always insist on 
&) Trademarked 
Safety Products 


1833-1958 ° 


American ®) Optical 


COMPANY 
SAFETY PRODUCTS DIVISION 


portance in gloves. What’s more, Silvabestos clothing 
has superior tensile strength and stronger seams and 
does not readily absorb oil and grease. 

Workers will appreciate the lighter weight of this cloth- 
ing which minimizes fatigue and makes for greater 
efficiency on the job. 

Recommended uses: Open hearth operations, heat treat- 
ing, exposure to molten metal and similar exposures. 
(Should not be used in contact with open flame.) 


SOUTHBRIDGE, MASSACHUSETTS 
Branches in Principal Cities 


T2S LEADERSHIP YEARS 


Circle Item No. BC—Reader Service Card 





